सन 2022-23 या वित्तीय वर्षात राज्य 
योजनांतर्गत मंजूर अनुदानातून विभागाच्या 
नियंत्रणाखालील विविध शासकीय वैद्यकीय 
महाविद्यालये व रुग्णालये यांना यंत्रसामुग्री- 
साधनसामुग्री खरेदीस प्रशासकीय मान्यता 
प्रदान करणेबाबत. 
महाराष्ट्र शासन 
वैद्यकीय शिक्षण व औषधी द्रव्ये विभाग, 
शासन निर्णय, क्रमांक : यंत्रख-२०२२/प्र.क्र.१९०/प्रशा-१ 
गोकुलदास तेजपाल रुग्णालय आवार, नवीन गो.ते.संकुल, 
९ वा मजला, मंत्रालय, मुंबई -४०० ००१, 
दिनांक : ०८/०७/२०२२ 
वाचा :- १) शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, क्र. भांखस-२०१४/प्र.क्र.८२/भाग- 
॥/ उद्योग-४, दिनांक ०१/१२/२०१६. 


२) शासन निर्णय, सार्वजनिक आरोग्य विभाग, क्रमांक खरेदी-२०१६/प्र.क्र.२४०/ 
आरोग्य-८, दिनांक २६/०७/२०१७. 

३) शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, क्रमांक संकीर्ण-२०१६/प्र.क्र.२१५/ 
उद्योग-४, दिनांक २४/०८/२०१७. 

8) शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, क्र. भांखस-२०२१/प्र.क्र.८/उद्योग- 
४, दिनांक ०७/०५/२०२१. 

५) आयुक्त, वैद्यकीय शिक्षण व संशोधन, मुंबई यांचे पत्र क्र.डीएमईआर- 
२२०११/९५/२०२२-पीआरओसी१, दिनांक ०३/०६/२०२२. 

शासन निर्णय :- 


उपरोक्त नमूद दिनांक ०३/०६/२०२२ रोजीच्या पत्रान्वये संचालनालयाने विभागाच्या 
नियंत्रणाखालील विविध शासकीय वैद्यकीय महाविद्यालये व रुग्णालये यांना यंत्रसामुग्री- 
साधनसामुग्री खरेदी करण्यासाठी प्रशासकीय मान्यता प्रदान करण्याचा प्रस्ताव शासनास सादर 
केला आहे. सदर प्रस्तावाच्या अनुषंगाने, विभागाच्या अधिपत्याखालील विविध संस्थांकरीता सन 
२०२२-२३ या वित्तीय वर्षात राज्य योजनेंतर्गत मंजूर अनुदानातून रुपये ६३,३८,२६,६४३/- (अक्षरी 
रुपये त्रेसष्ठ कोटी, अडतीस लक्ष, सव्वीस हजार, सहाठो त्रेचाळीस रुपये मात्र) इतक्या किंमतीची 
सदर शासन निर्णयासोबत जोडण्यात आलेल्या परिशिष्ट-“अ” व “ब” मधील यंत्रसामुग्री- 
साधनसामुग्री खरेदी करण्यास या शासन निर्णयान्वये पुढील अटींच्या अधीन राहून प्रशासकीय 
मान्यता प्रदान करण्यात येत आहे. 


१) सदर प्रशासकीय मान्यता राज्य योजनेंतर्गत मंजूर अनुदानातून संबंधित संस्थेस निधी 
उपलब्धतेच्या अधिन राहून प्रदान करण्यात येत आहे. 


२) सदर विषयी "शासकीय विभागाने करावयाच्या कार्यालयीन खरेदीसाठीच्या कार्यपध्दतीची 
नियमपुस्तिका" याबाबत उद्योग, ऊर्जा व कामगार विभागाने निर्गमित केलेल्या शासन निर्णय 
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निर्णयांमध्ये नमूद केलेल्या विहीत कार्यपध्दतीचे अनुपालन करण्यात यावे. 


३) सदर यंत्रसामुग्री-साधनसामुग्री खरेदी विषयक प्रक्रिया “औषधे, तद्॒अनुषंगीक उपभोग्य वस्तू 
व वैद्यकीय उपकरणे या बाबींची खरेदी हाफकिन बायो-फार्मास्युटीकल्स कॉपोरेशन लि. 
मार्फत करण्याबाबत” निर्गमित शासन निर्णय, सार्वजनिक आरोग्य विभाग, क्रमांक खरेदी- 
२०१६/प्र.क्र.२४०/आरोग्य-८, दिनांक २६.०७.२०१७ नुसार करावी. 


४) सदर यंत्रसामुग्रीची आवश्‍यकता असल्याचे व त्याची किंमत बाजारभावापेक्षा जास्त नसल्याची 
खात्री आयुक्त (वैद्यकीय शिक्षण) यांनी करावी. 


५) सदर यंत्रसामुग्रीसाठी कोणत्याही नवीन बांधकामाची, विद्युतीकरणाची तसेच नवीन 
पदनिर्मीतीची आवश्‍यकता नसल्याची खातरजमा करण्यात आलेली आहे. 


६) सदर यंत्रसामुग्रीची विनिर्दिष्टे व्यापक, सर्वसमावेशक असून त्यानुसार साधनपुरवठा करु 
शकणारे किमान तीन उत्पादक/पुरवठादार यांचेकडून तीन निविदा प्राप्त होऊ शकतील 
अशा प्रकारची आहेत, असे आयुक्त (वैद्यकीय शिक्षण) यांनी प्रमाणित करावे. 


७) प्रस्तावित यंत्रसामुग्रीचा VAST इतरत्र कोणत्याही प्रस्तावात अंतर्भूत केलेला नसल्याबाबत 
व सदर साधनसामुग्री संबंधित संस्थेस आवश्‍यक असल्याबाबत आयुक्‍त (वैद्यकीय शिक्षण) 
यांनी खात्री करावी. 

८) मुख्य यंत्र व त्यांचे सुटे भाग (Accessories) यांच्या किंमती भिन्न दर्शविणे आवश्‍यक राहील. 

९) सदर विषयी यंत्रसामुग्नी-साधनसामुग्नरी खरेदीबाबत निर्णय घेताना प्रशासकीय मान्यता प्रदान 
करण्यात आलेल्या लेखाशिर्षाखाली मंजूर अनुदानाच्या तरतूदीपेक्षा जास्त खर्च केला 
जाणार नाही याची दक्षता घ्यावी. 


qo) उपरोक्‍त शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, दिनांक ०१.१२.२०१६ मधील 
परिच्छेद क्रमांक 3.9.2 "किंमतीचा अंदाज व किंमतीचा वाजवीपणा" या शीर्षकाखाळील 
परिच्छेद क्रमांक ३.१.२.१ मधील तरतूदीचे राज्यस्तरीय खरेदी समितीने अनुपालन करावे. 
सदर तरतूदीचे अनुपालन केलेल्या यंत्रसामुग्री-साधनसामुग्रीच्या किंमतीस आवऱ्यकतेनुसार 
सुधारित प्रशासकीय मान्यता देण्यात येईल. 


११) समान स्वरुपाची व समान विनिदिंष्टे असलेल्या यंत्रसामुग्री व साधनसामुग्रीची एकच निविदा 
प्रसिध्द करणेबाबतची कार्यवाही हाफकीन महामंडळाने करावी. sar प्रकारे निविदा प्रसिद्ध 
करणे हाफकीन महामंडळास शक्‍य होईल यानुषंगाने आयुक्‍त , वैद्यकीय शिक्षण आणि 
संशोधन, मुंबई यांनी यंत्रसामुग्री खरेदीची मागणी नोंदवावी. 


१२) रुपये दहा लक्ष पेक्षा कमी किंमतीची तथापी एकापेक्षा अधिक संस्थांना आवश्‍यक असणारी 
यंत्रसामुग्नीची मागणी एकत्रित करून अज्ञा बाबींची खरेदी हाफकीन महामंडळामार्फत 
करण्यात येईल. 


संस्थास्तरावर खरेदी करण्यात येणा-या यंत्रसामुग्री व साधनसामुग्रीची खरेदी शासन निर्णय, 
उद्योग, ऊर्जा व कामगार विभाग, दिनांक ०१.१२.२०१६ च्या खरेदी धोरणातील 
कार्यपद्धतीनुसार करताना याबाबत सदर खरेदी शासन निर्णय, उद्योग, ऊर्जा व कामगार 


१३ 


~~ 
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विभाग, क्रमांक संकीर्ण २०१४/प्र.क्र.२१५/उद्योग-४, दिनांक २४.०८.२०१७ अन्वये विहित 
करण्यात आलेल्या गव्हर्नमेंट ई मार्केटप्लेस (GeM) पोर्टल कार्यपद्धतीचा वापर करावा. 


२. प्रस्तुत विषयी यंत्रसामुग्रीसाठी येणारा खर्चखालील लेखाशीर्षातंर्गत मंजूर करण्यात 
आलेल्या अनुदानातून भागविण्यात यावा. 


मागणी क्रमांक : एस-०४ 
४२१० - वैद्यकीय सेवा व सार्वजनिक आरोग्य 
०३ - वैद्यकीय शिक्षण, प्रशिक्षण व संशोधन 
१०५ - विषम चिकित्सा-राज्ययोजनांतर्गत योजना 
(००) (30) - शासकीय वैद्यकीय महाविद्यालये व रुग्णालये यांचे 
बळकटीकरण व श्रेणीवर्धन आणि यंत्रसामुग्री 
५२ - यंत्रसामुग्री व साधनसामुग्री (४२१० १६२९) 


३. सदर शासन निर्णय, वित्त विभाग, शासन निर्णय क्रमांक : विअप्र-२०१३/प्र.क्र.३०/१३/ 
विनियम, दिनांक १७.०४.२०१५ अन्वये तसेच वित्तीय अधिकार नियम पुस्तिका भाग-१, उप विभाग- 
२, अनुक्रमांक-३, नियम क्रमांक-७ अनुसार प्रशासकीय विभागास असलेल्या अधिकारान्वये 
निर्गमित करण्यात येत आहे. 


४. सदर शासन निर्णय महाराष्ट्र शासनाच्या Www.maharashtra.gov.in या संकेतस्थळावर 
उपलब्ध करण्यात आला असून त्याचा संकेतांक २०२२०७०८१२०९४६९०१३ असा आहे. हा आदेशा 
डिजीटल स्वाक्षरीने साक्षांकित करुन काढण्यात येत आहे. 


महाराष्ट्राचे राज्यपाल यांच्या आदेशानुसार व नावाने. 


Digitally signed by SUDHIR JAYA 
SHETTY 

Date: 2022.07.08 17:28:50 +05'30' 
Adobe Reader version: 11.0.20 


(सुधीर जया शोट्टी) 
कार्यासन अधिकारी , महाराष्ट्र शासन 


१. आयुक्‍त (वै.शि.), वैद्यकीय शिक्षण व संशोधन संचालनालय, मुंबई 

२. महालेखाकार-१/२ (लेखा परिक्षा/लेखा व अनुज्ञेयता) महाराष्ट्र, मुंबई/ नागपूर. 

3. सर्व संबंधित जिल्हाधिकारी (संचालनालयामार्फत) 

४. व्यवस्थापकीय संचालक, हाफकिन बायो-फार्मास्युटीकल्स कॉपोरेशन लि., मुंबई. 

५. सर्व संबंधित अधिष्ठाता/ वैद्यकीय अधिक्षक, शासकीय वैद्यकीय महाविद्यालय व रुग्णालये 
(संचालनालयामार्फत) 

. अधिदान व लेखा अधिकारी, मुंबई 

. निवासी लेखाधिकारी, मुंबई 

. सर्व संबंधित जिल्हा कोषागार अधिकारी (संचालनालयामार्फत) 

. निवडनस्ती (प्रशा-१). 
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शासन निर्णय क्र. यंत्रख-२०२२/ प्र.क्र.१९०/ प्रशा-१, दिनांक ०८/०७/२०२२ सोबतचे परिशिष्ट 


साधनसामुग्रीची मागणीचा एकत्रित TEA खालीलप्रमाणे आहे:- 


परिशिष्ट-अ 


एकापेक्षा अधिक संस्थांना आवश्‍यक असणारी सामाईक स्वरूपाची यंत्रसामुग्री व 


Fa EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
1 | 12 Channel 222059 | Indira Gandhi Medical 1 150000 150000 
Ecg Machine | 980176 | College and Hospital, 
Nagpur 
222059 | Vilasrao Deshmukh शि 150000 900000 
980194 | Government Medical 
222059 science institute (Hospital), 2 150000 300000 
980197 | Latur 
222059 3 150000 450000 
980216 
222059 | Government Medical 1 150000 150000 
980264 | College, Akola 
222059 | Government Medical 2 150000 300000 
980368 | College, Miraj 
222059 | Swami Ramanand Teerth 2 150000 300000 
980778 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total 17 2550000 
2 | 2d Echo With | 222059 | Government Medical 1 2400000 2400000 
Colour 980160 | College, Jalgaon 
Doppler 222059 | Vilasrao Deshmukh 1 2400000 2400000 
Machine 980938 | Government Medical 
science institute (College), 
Latur 
Total 4800000 
3 | 3 Part Cell 222059 | Padmashree Vasantrao 600000 600000 
Counter 980347 | Patil Government Medical 
College and hospital, Sangli 
222059 | Government Medical 2 600000 1200000 
980622 | College, Satara 
Total 1800000 
: AScan With | 222059 | St.Geogres Hospital, 250000 250000 
Pachymeter | 980132 | Mumbai 
222059 | Dr. Vaishyampayan 1 250000 250000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 2 500000 
5 | Adult Central | 222059 | Dr.Shankarrao Chavan 1 250000 250000 
Line Training | 980235 | Government Medical 
Model College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 250000 250000 
980439 | College, Miraj 
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ति EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Total (Institute Level Purchase) 500000 
Adult Cpcr 222059 | Government Medical 500000 500000 
Mannequin 980242 | College and Cancer 
Hospital, Aurangabad 
222059 | Government Medical 1 500000 500000 
980309 | College and Hospital, Miraj 
222059 | Government Medical 1 500000 500000 
980798 | College and Hospital, 
Gondia 
Total 3 1500000 
7 Aed Trainer 222059 | Vilasrao Deshmukh 3 200000 600000 
Mannegqin 980199 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Dr.Shankarrao Chavan 1 200000 200000 
980235 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 200000 200000 
980798 | College and Hospital, 
Gondia 
Total (Institute Level Purchase) S| 1000000 
| Air Purifier 222059 | Vilasrao Deshmukh 20 30000 600000 
Hepa Filter 980200 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 1 30000 30000 
980583 । College and General 
Hospital, Baramati 
Total (Institute Level Purchase) | 21 | 630000 
: Alcohol 222059 | Gokuldas Tejpal Hospital, 1 25000 25000 
Breath 980247 | Mumbai 
Analyser 222059 | Government Medical 2 25000 50000 
Specification | 989577 | College and General 
(Hign End) Hospital, Baramati 
Total (Institute Level Purchase) [saa 75000 
10 | Allln One 222059 | Government Medical 10 800000 8000000 
Desktop 980253 | College, Satara 
Computer 222059 1 800000 800000 
(Medium 980622 
ene 222059 | Shri Vasantrao Naik 12 800000 9600000 
980679 | Government Medical 
College and Hospital, 
Yavatmal 
Total eZee 18400000 
11 | Allln One 222059 | Government Medical 2 22700 45400 
Printer 980257 | College, Satara 
222059 | Padmashree Vasantrao 1 22700 22700 
980343 | Patil Government Medical 
College and hospital, Sangli 
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With 


College and Hospital, 


a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Government Medical 1 22700 22700 
980435 | College, Miraj 
222059 | Government Medical 2 22700 45400 
980543 | College, Satara 
222059 | Government Medical 5 22700 113500 
980567 | College, Nagpur 
222059 3 22700 68100 
980568 
222059 5 22700 113500 
980572 
222059 4 22700 90800 
980573 
222059 | Shri Vasantrao Naik 2 22700 45400 
980657 | Government Medical 
College and Hospital, 
Yavatmal 
222059 | Government Medical 2 22700 45400 
980755 | College, Satara 
222059 | Swami Ramanand Teerth दिं 22700 204300 
980785 । Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | SirJ.J.group hospital, 12 22700 272400 
980859 | Mumbai 
Total | 48 | 1089600 
12 | Allin One 222059 | Indira Gandhi Medical 1 125900 125900 
Desktop 980153 | College, Nagpur 
Computer 222059 | Government Medical 5 125900 629500 
(High End) 980583 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) | 6 | 755400 
13 | Anaesthesia | 222059 | Vilasrao Deshmukh 3 300000 900000 
Bolyes 980201 | Government Medical 
Machine science institute (Hospital), 
Latur 
222059 | Dr.Shankarrao Chavan 3 300000 900000 
980226 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Government Medical 1 300000 300000 
980292 | College and Hospital, Miraj 
222059 | Padmashree Vasantrao 1 300000 300000 
980358 | Patil Government Medical 
College and hospital, Sangli 
222059 | Dr. Vaishyampayan 5 300000 1500000 
980825 | Memorial Government 
Medical College, Solapur 
Total 13 3900000 
14 | Anaesthesia | 222059 | Swami Ramanand Teerth 1 3500000 3500000 
Work Station | 980517 | Rural Government Medical 
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a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Multipara Ambajogai 
Monitor 
(HighEnd) | 222059 | Chhatrapati Pramila Raje 2 3500000 7000000 
980761 | General Hospital, Kolhapur 
222059 | B.J. Government Medical 1 3500000 3500000 
980860 | College, Pune 
Total | 4 | 14000000 
15 naesthesia| | 222059 | Indira Gandhi Medical 1 2500000 2500000 
ork Station) | 980175 | College and Hospital, 
With Nagpur 
Multipara 222059 | Chhatrapati Pramila Raje 2 2500000 5000000 
Monitor 980768 | General Hospital, Kolhapur 
(Medium 222059 | Sir J.J.group hospital, 1 2500000 2500000 
End) 980818 | Mumbai 
Total 10000000 
16 | Anaesthesia | 222059 | Government Medical 1708000 3416000 
Workstation | 980242 | College and Cancer 
With 2 Hospital, Aurangabad 
Vaporiser 222059 | Government Medical 1 1708000 1708000 
With 980269 | College and Hospital, Miraj 
Ventilator 222059 | Government Medical 2 1708000 3416000 
With 980331 | College and Hospital, Akola 
Multipara 
Monitor 222059 | Padmashree Vasantrao 1 1708000 1708000 
980335 | Patil Government Medical 
College and hospital, Sangli 
222059 | Government Medical 1 1708000 1708000 
980930 | College, Chandrapur 
Total 11956000 
17 | Anthropome | 222059 | Government Medical 85000 85000 
tric Set 980104 | College, Sindhudurg 
222059 | Government Medical 1 85000 85000 
980147 | College, Jalgaon 
222059 | Dr.Shankarrao Chavan 1 85000 85000 
980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 85000 85000 
980391 | College, Miraj 
222059 | Government Medical 1 85000 85000 
980691 | College, Satara 
Total (Institute Level Purchase) 425000 
18 | Apex Locator | 222059 | Gokuldas Tejpal Hospital, 75000 75000 
980251 | Mumbai 
222059 | Government Medical निंब 75000 300000 
980297 | College, Akola 
222059 | Government Medical 3 75000 225000 
980583 | College and General 
Hospital, Baramati 
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EA EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | SirJ.J.group hospital, 2 75000 150000 
980845 | Mumbai 
Total (Institute Level Purchase) | 10 | 750000 
19 | Auto Refract} | 222059 | Dr.Shankarrao Chavan 1 450000 450000 
Meter With 980183 | Government Medical 
Keratometer College And Hospital, 
Vishnupuri, Nanded 
222059 | Government Medical 1 450000 450000 
980932 | College, Chandrapur 
Total (Institute Level Purchase) 622.) 900000 
20 | Auto 222059 | Indira Gandhi Medical 1 450000 450000 
Refractomet | 980173 | College and Hospital, 
er With Nagpur 
Kerotometer | 222059 | Vilasrao Deshmukh 1 450000 450000 
980207 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 2 450000 900000 
980325 | College and Hospital, Akola 
Total शिक 1800000 
21 | Automated 222059 | Government Medical 1 1400000 1400000 
Blood 980141 | College, Jalgaon 
Culture 222059 | Swami Ramanand Teerth 1 1400000 1400000 
System 980532 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Shri Vasantrao Naik 1 1400000 1400000 
980823 | Government Medical 
College and Hospital, 
Yavatmal 
Total 4200000 
22 | Automatic 222059 | Government Medical 2400000 2400000 
Tissue 980139 | College, Jalgaon 
Processor 222059 | Dr. Vaishyampayan 1 2400000 2400000 
980825 | Memorial Government 
Medical College, Solapur 
222059 | Government Medical 1 2400000 2400000 
980842 | College, Nandurbar 
Total 7200000 
23 | Autopsy 222059 | Government Medical 335000 670000 
Table 980093 ‘| College, Sindhudurg 
222059 | Government Medical 1 335000 335000 
980392 | College, Miraj 
222059 | Government Medical ie 335000 2680000 
980691 | College, Satara 
Total 11 3685000 
24 | Autopsy 222059 | Government Medical 1 700000 700000 
Work Station | 980559 | College, Baramati 
222059 | Dr. Vaishyampayan 1 700000 700000 
980825 | Memorial Government 
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a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Medical College, Solapur 
Total 1400000 
25 | Baby 222059 | Indira Gandhi Medical 3900 7800 
Weighing 980153 | College, Nagpur 
Machine 222059 | Government Medical 1 3900 3900 
Make (High | 980400 | College, Miraj 
End 
Ba 222059 | Health Unit, Saoner, 2 3900 7800 
980655 _| Nagpur 
Total (Institute Level Purchase) 19500 
26 | Balance 222059 | Government Medical 42500 85000 
Chemical 980069 | College, Sindhudurg 
222059 1 42500 42500 
980088 
222059 | Government Medical 2 42500 85000 
980622 | College, Satara 
222059 1 42500 42500 
980691 
Total (Institute Level Purchase) ieee 255000 
27 | Balance,Singl | 222059 | Government Medical 1 12500 12500 
e Pair For 980089 । College, Sindhudurg 
Weighing 222059 | Dr.Shankarrao Chavan 2 12500 25000 
Foetus 980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 2 12500 25000 
980691 | College, Satara 
Total (Institute Level Purchase) 62500 
28 | Bilirubinome | 222059 | Indira Gandhi Medical 120000 120000 
ter 980178 | College and Hospital, 
Nagpur 
222059 | Government Medical 1 120000 120000 
980319 | College and Hospital, Miraj 
222059 | Swami Ramanand Teerth 1 120000 120000 
980541 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 2 120000 240000 
980571 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 600000 
29 | Binocular 222059 | Padmashree Vasantrao 60000 120000 
Compound 980262 | Patil Government Medical 
Microscope College and hospital, Sangli 
(Medium 222059 | Government Medical 2 60000 120000 
End) 980281 | College and Hospital, Miraj 
222059 1 60000 60000 
980300 
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a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Government Medical 2 60000 120000 
980425 | College, Miraj 
222059 | Government Medical 65 60000 3900000 
980622 | College, Satara 
222059 | 8.1. Government Medical 3 60000 180000 
980870 | College, Pune 
222059 | Government Medical 30 60000 1800000 
980881 | College, Satara 
Total 105 6300000 
30 | Binocular 222059 | Government Medical 2 30650 61300 
Microscope 980081 | College, Sindhudurg 
222059 | Indira Gandhi Medical 20 30650 613000 
980182 | College and Hospital, 
Nagpur 
222059 | Government Medical 5 30650 153250 
980278 | College and Hospital, Miraj 
222059 | Government Medical 25 30650 766250 
980572 | College, Nagpur 
222059 2 30650 61300 
980575 
222059 | Government Medical 31 30650 950150 
980743 | College, Aurangabad 
222059 | Dr. Vaishyampayan 23 30650 704950 
980825 Memorial Government 
Medical College, Solapur 
222059 | Shri Vasantrao Naik 100 30650 3065000 
980826 | Government Medical 
College and Hospital, 
Yavatmal 
222059 | Government Medical 10 30650 306500 
980837 | College, Nandurbar 
222059 | 8.1. Government Medical 48 30650 1471200 
980867 | College, Pune 
Total 266 8152900 
31 | Biosafety 222059 | Dr.Shankarrao Chavan 1 150000 150000 
Cabinet 980240 | Government Medical 
(Class li Type College, Vishnupuri, 
A2) Nanded 
222059 | Swami Ramanand Teerth 1 150000 150000 
980542 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 3 150000 450000 
980564 | College, Baramati 
Total (Institute Level Purchase) 750000 
32 Bi-Phase 222059 | Vilasrao Deshmukh 500000 1000000 
Defibrilator | 980202 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 1 500000 500000 
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वि EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
980314 | College and Hospital, Miraj 
Total 3 1500000 
33 Biphasic 222059 | Government Medical 1 350000 350000 
Defribritllato | 980270 | College and Hospital, Miraj 
rWith Aed | 222059 | Government Medical 2 350000 700000 
With Extenal | 980331 | College and Hospital, Akola 
Pacer 222059 | Padmashree Vasantrao 1 350000 350000 
980336 | Patil Government Medical 
College and hospital, Sangli 
222059 | Padmashree Vasantrao 1 350000 350000 
980360 | Patil Government Medical 
College and hospital, Sangli 
222059 | Padmashree Vasantrao 1 350000 350000 
980363 | Patil Government Medical 
College and hospital, Sangli 
222059 | Dr. Vaishyampayan 2 350000 700000 
980825 | Memorial Government 
Medical College, Solapur 
222059 | SirJ.J.group hospital, 2 350000 700000 
980855 | Mumbai 
222059 | Shree.Chahtrapati Shivaji 4 350000 1400000 
980897 | Maharaj General Hospital, 
Solapur 
Total 14 4900000 
34 Block 222059 | Government Medical 50 800 40000 
Holders 980115 । College, Sindhudurg 
222059 | Government Medical 5 800 4000 
980393 | College, Miraj 
Total (Institute Level Purchase) 55 44000 
35 | Blood Bank 222059 | Dr.Shankarrao Chavan 1 325000 325000 
Refrigerator | 980231 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Government Medical 2 325000 650000 
980575 | College, Nagpur 
Total (Institute Level Purchase) 975000 
36 | Blood Bank 222059 | Government Medical 600000 600000 
Refrigerator | 980565 | College, Baramati 
600 Ltr 222059 | Government Medical 2 600000 1200000 
980575 | College, Nagpur 
222059 | Dr. Vaishyampayan 1 600000 600000 
980825 | Memorial Government 
Medical College, Solapur 
222059 | SirJ.J.group hospital, 1 600000 600000 
980850 | Mumbai 
Total 5 3000000 
37 | Blood 222059 | Swami Ramanand Teerth 4 155000 620000 
Collection 980528 | Rural Government Medical 
Monitor College and Hospital, 
Ambajogai 
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a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Government Medical (aa 155000 930000 
980575 | College, Nagpur 
222059 | Government Medical 1 155000 155000 
980791 | College and Hospital, 
Gondia 
222059 | Dr. Vaishyampayan 1 155000 155000 
980825 | Memorial Government 
Medical College, Solapur 
Total 12 1860000 
38 | Bls(Ecg And | 222059 | Dr.Shankarrao Chavan 1 12000 12000 
Bag Mask 980235 | Government Medical 
Ventilation) College, Vishnupuri, 
Nanded 
222059 | Government Medical 3 12000 36000 
980272 | College and Hospital, Miraj 
222059 1 12000 12000 
980287 
222059 | Dr. Vaishyampayan 1 12000 12000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) | 6 | 72000 
39 | Bottle 222059 | Dr.Shankarrao Chavan 10 2000 20000 
Dispenser 980232 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Dr. Vaishyampayan 35 2000 70000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 45 90000 
Bp 222059 | Dr.Shankarrao Chavan 3 3000 9000 
Apparatus 980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 5 3000 15000 
980622 | College, Satara 
222059 | Shree.Chahtrapati Shivaji 1 3000 3000 
980897 | Maharaj General Hospital, 
Solapur 
Total (Institute Level Purchase) छि 27000 
41 | Bp 222059 | Vilasrao Deshmukh पि 4000 240000 
Apparatus 980203 | Government Medical 
(High End) 222059 science institute (Hospital), fia 4000 24000 
980215 | Latur 
222059 fee 4000 240000 
980245 
222059 | Government Medical 10 4000 40000 
980543 | College, Satara 
222059 | Health Unit, Saoner, 10 4000 40000 
980662 | Nagpur 
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A EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Health Unit, Saoner, 5 4000 20000 
980663 | Nagpur 
222059 | Health Unit, Saoner, 10 4000 40000 
980664 | Nagpur 
Total (Institute Level Purchase) 161 644000 
42 | Brain Knife 222059 | Indira Gandhi Medical ea 1500 12000 
(High End) 980148 | College, Nagpur 
222059 | Government Medical 3 1500 4500 
980384 | College, Miraj 
222059 | B.J. Government Medical 12 1500 18000 
980905 _| College, Pune 
Total (Institute Level Purchase) 23 34500 
43 | Brain Knife- 222059 | Government Medical Le 750 6000 
Forensic 980125 | College, Sindhudurg 
Medicine 222059 | Dr.Shankarrao Chavan 2 750 1500 
980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 5 750 3750 
980394 | College, Miraj 
222059 | Government Medical 2 750 1500 
980691 | College, Satara 
Total (Institute Level Purchase) 17 12750 
| Bronchoscop | 222059 | Indira Gandhi Medical 1 3000000 3000000 
e (Medium 980181 | College and Hospital, 
End) Nagpur 
222059 | Dr.Shankarrao Chavan 1 3000000 3000000 
980230 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
Total 6000000 
45 | Centrifuge 222059 | Dr.Shankarrao Chavan 80000 160000 
980233 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Swami Ramanand Teerth 2 80000 160000 
980520 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 5 80000 400000 
980622 | College, Satara 
222059 1 80000 80000 
980691 
222059 | Health Unit, Saoner, 1 80000 80000 
980631 | Nagpur 
Total (Institute Level Purchase) 11 880000 
46 | Centrifuge 222059 | Government Medical 1 13500 13500 
Clinical (High | 980543 | College, Satara 
End) 222059 | Dr. Vaishyampayan aa 13500 81000 
980825 Memorial Government 
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College and Hospital, 
Ambajogai 


a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Medical College, Solapur 
Total (Institute Level Purchase) 7 94500 
47 | Centrifuge 222059 | Government Medical 3 70000 210000 
Machine 980570 | College, Nagpur 
222059 | Grant Government Medical faa 70000 420000 
980710 | College, Mumbai 
Total (Institute Level Purchase) 630000 
48 | Charts 222059 | Dr.Shankarrao Chavan 440000 440000 
980238 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 26 440000 11440000 
980257 | College, Satara 
222059 | Government Medical 1 440000 440000 
980757 | College, Gondia 
222059 | B.J. Government Medical 1 440000 440000 
980873 | College, Pune 
Total 29 12760000 
49 | Clinical 222059 | Government Medical 10 295 2950 
Thermomete | 980543 । College, Satara 
r(LowEnd) । 222059 | Shree.Chahtrapati Shivaji 3 295 885 
980897 | Maharaj General Hospital, 
Solapur 
Total (Institute Level Purchase) 13 3835 
50 | Cold Storage | 222059 | Government Medical 1 422300 422300 
For Keeping | 980122 | College, Sindhudurg 
Dead Bodies | 222059 | Government Medical 2 422300 844600 
980561 | College, Baramati 
Total 1266900 
51 | Colonoscope | 222059 | Government Medical 3000000 3000000 
(High End) 980296 | College and Hospital, Miraj 
222059 | Shree.Chahtrapati Shivaji 1 3000000 3000000 
980897 | Maharaj General Hospital, 
Solapur 
Total 6000000 
52 | Color Printer | 222059 | Government Medical 15600 31200 
Scanner And | 980566 | College, Baramati 
Copier 222059 | B.J. Government Medical 4 15600 62400 
(Medium 980892 | College, Pune 
End) 
Total (Institute Level Purchase) 93600 
53 | Color Vision 222059 | St.Geogres Hospital, 2000 2000 
? Original 980132 | Mumbai 
ishinata 222059 | Swami Ramanand Teerth 5 2000 10000 
980800 | Rural Government Medical 
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a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Dr. Vaishyampayan 2 2000 4000 
980825 Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 16000 
54 | Complete 222059 | Government Medical 600000 600000 
Chromatogra | 980760 | College, Gondia 
phy Unit For [559959 | Dr. Vaishyampayan 1 600000 600000 
Paper And 980825 | Memorial Government 
Tle Medical College, Solapur 
Total 1200000 
55 | Computer 222059 | Government Medical 80000 160000 
(High End) 980158 | College, Jalgaon 
222059 | Dr.Shankarrao Chavan 2 80000 160000 
980238 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Swami Ramanand Teerth 10 80000 800000 
980515 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 1 80000 80000 
980566 | College, Baramati 
222059 | Government Medical 3 80000 240000 
980567 | College, Nagpur 
222059 3 80000 240000 
980573 
222059 | Government Medical 2 80000 160000 
980579 | College and General 
Hospital, Baramati 
222059 | Government Medical 1 80000 80000 
980881 | College, Satara 
Total 24 1920000 
56 | Computer 222059 | Grant Government Medical 1 45000 45000 
(Low End) 980711 | College, Mumbai 
222059 | Government Medical 75 45000 3375000 
980924 | College, Sindhudurg 
Total 76 3420000 
57 | Computer 222059 | Government Medical 24 60000 1440000 
(Medium 980389 | College, Miraj 
End) 222059 | Government Medical 2 60000 120000 
980543 | College, Satara 
222059 | B.J. Government Medical 4 60000 240000 
980891 | College, Pune 
222059 15 60000 900000 
980908 
Total 45 2700000 
58 | Computer 222059 | Dr.Shankarrao Chavan 14 70000 980000 
And Scanner | 980237 | Government Medical 
College, Vishnupuri, 
Nanded 
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College and Hospital, 


a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Government Medical 3 70000 210000 
980570 | College, Nagpur 
222059 3 70000 210000 
980572 
Total 20 1400000 
59 | Computer 222059 | Vilasrao Deshmukh 2 70000 140000 
With 980217 | Government Medical 
Internet science institute (Hospital), 
Connection Latur 
With 222059 | Government Medical 7 70000 560000 
Attached 980315 | College and Hospital, Miraj 
Printer And 
Scanner 
(Medium 
End) 
Total (Institute Level Purchase) 10 700000 
i Computer 222059 | Government Medical 3 81500 244500 
With Printer | 980568 | College, Nagpur 
222059 | Government Medical ba 81500 489000 
980767 | College, Gondia 
Total (Institute Level Purchase) 733500 
61 | Cpap 222059 | Swami Ramanand Teerth 300000 600000 
980540 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical | 300000 1200000 
980571 | College and General 
Hospital, Baramati 
Total 1800000 
62 | Cryostat 222059 | Government Medical 4000000 4000000 
980567 | College, Nagpur 
222059 | Government Medical 1 4000000 4000000 
980622 | College, Satara 
Total 8000000 
63 | Dct/Dcr Set | 222059 | Government Medical 26000 52000 
980325 | College and Hospital, Akola 
222059 | Government Medical 3 26000 78000 
980576 | College and General 
Hospital, Baramati 
222059 | Swami Ramanand Teerth 5 26000 130000 
980802 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 10 260000 
: Deep Freezer | 222059 | Swami Ramanand Teerth 1 300000 300000 
40 980527 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Shri Vasantrao Naik 2 300000 600000 
980680 | Government Medical 
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Yavatmal 
Total (Institute Level Purchase) 900000 
65 | Dental Chair | 222059 | Dr.Shankarrao Chavan 285000 570000 
With 980214 | Government Medical 
Compressor, College And Hospital, 
Stabilizer, Vishnupuri, Nanded 
Scaler And 222059 | Gokuldas Tejpal Hospital, 1 285000 285000 
Air Rotor 980251 | Mumbai 
Hand Piece 
(E Type) 
Total (Institute Level Purchase) 855000 
: Dermatosco | 222059 | Padmashree Vasantrao 150000 150000 
pe (Medium | 980344 | Patil Government Medical 
End) College and hospital, Sangli 
222059 | Shree.Chahtrapati Shivaji 1 150000 150000 
980897 | Maharaj General Hospital, 
Solapur 
Total (Institute Level Purchase) 300000 
67 | Desktop 222059 | Government Medical 60000 120000 
Computer 980257 | College, Satara 
222059 3 60000 180000 
980755 
222059 | SirJ.J.group hospital, 16 60000 960000 
980838 | Mumbai 
Total 21 1260000 
१ Digital 222059 | Government Medical 1 200000 200000 
Analytical 980819 | College, Nandurbar 
Balance 222059 | Dr. Vaishyampayan a 200000 200000 
980825 Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 2 400000 
Digital 222059 | Dr.Shankarrao Chavan 5 50000 250000 
Colorimeter | 980233 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 2 50000 100000 
980570 | College, Nagpur 
222059 Dr. Vaishyampayan ae 50000 300000 
980825 Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 13 650000 
70 | Digital Ph 222059 | Government Medical 1 8850 8850 
Meter 980117 | College, Sindhudurg 
222059 | Dr.Shankarrao Chavan 1 8850 8850 
980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 8850 8850 
980691 | College, Satara 
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222059 | Dr. Vaishyampayan 10 8850 88500 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 13 115050 
71 | Digital 222059 | Government Medical 1 198000 198000 
Spectromete | 980116 | College, Sindhudurg 
222059 | Dr.Shankarrao Chavan 1 198000 198000 
980239 | Government Medical 
College, Vishnupuri, 
Nanded 
Total (Institute Level Purchase) 2 396000 
72 =| Digital 222059 | Vilasrao Deshmukh 50 3000 150000 
Sphygmoma_ | 980204 | Government Medical 
nometer science institute (Hospital), 
Latur 
222059 | Government Medical 10 3000 30000 
980256 | College, Satara 
222059 | Government Medical 1 3000 3000 
980583 _| College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 61 183000 
73 | Digital 222059 | Dr.Shankarrao Chavan 2 20500 41000 
Vortex Mixer | 980240 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 20500 20500 
980572 | College, Nagpur 
Total (Institute Level Purchase) 61500 
74 | Diplopia 222059 | St.Geogres Hospital, 500 500 
Goggles 980132 | Mumbai 
222059 | Swami Ramanand Teerth a 500 3000 
980803 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 7 3500 
75 | Direct 222059 | Indira Gandhi Medical 4 1000 4000 
Ophthalmosc | 980148 | College, Nagpur 
०२९: 222059 | Government Medical 1 1000 1000 
Ophthalmolo | 980822 | College, Nandurbar 
sy 
Total (Institute Level Purchase) 5000 
76 | Dissection 222059 | Government Medical 10000 20000 
Microscopes | 980082 | College, Sindhudurg 
222059 28 10000 280000 
980084 
222059 | Government Medical 10 10000 100000 
980404 | College, Miraj 
222059 | Government Medical mal 10000 90000 
980759 | College, Gondia 
Total (Institute Level Purchase) | 49 | 490000 
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77 =| Distillation 222059 | Government Medical 1 8875 8875 
Plant 980114 | College, Sindhudurg 
222059 | Government Medical 1 8875 8875 
980691 | College, Satara 
Total (Institute Level Purchase) 17750 
78 | Distilled 222059 | Government Medical 50000 100000 
Water Plant | 980078 | College, Sindhudurg 
222059 | Gokuldas Tejpal Hospital, 1 50000 50000 
980250 | Mumbai 
222059 | Government Medical 1 50000 50000 
980385 | College, Miraj 
222059 | Government Medical 1 50000 50000 
980622 | College, Satara 
222059 | SirJ.J.group hospital, 1 50000 50000 
980821 | Mumbai 
222059 | Dr. Vaishyampayan 1 50000 50000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 7 350000 
79 | Drinking 222059 | Government Medical 1 25000 25000 
Water 980154 | College, Jalgaon 
Purifier 222059 | Government Medical 1 25000 25000 
980583 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 50000 
: Dual Pan 222059 | Government Medical 30000 30000 
Balance 980565 | College, Baramati 
222059 | Government Medical 1 30000 30000 
980791 | College and Hospital, 
Gondia 
Total (Institute Level Purchase) 60000 
81 | Ear 222059 | Indira Gandhi Medical 70000 140000 
Instruments | 980180 | College and Hospital, 
Set (High Nagpur 
End) 222059 | Government Medical 1 70000 70000 
980770 | College, Gondia 
Total (Institute Level Purchase) 210000 
82 | Ear 222059 | Dr.Shankarrao Chavan 150000 150000 
Instruments | 980224 | Government Medical 
Set (Medium College And Hospital, 
End) Vishnupuri, Nanded 
222059 | Swami Ramanand Teerth 2 150000 300000 
980523 _| Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Dr. Vaishyampayan 1 150000 150000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) ea 600000 
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83 | Ecg Machine | 222059 | Indira Gandhi Medical 1 75000 75000 
980179 | College and Hospital, 
Nagpur 
222059 | Dr.Shankarrao Chavan 1 110000 110000 
980236 | Government Medical 
College, Vishnupuri, 
Nanded 
Total (Institute Level Purchase) 185000 
84 | ElisaReader | 222059 | Government Medical 500000 500000 
With Washer | 980760 | College, Gondia 
Technical’ | 222059 | B.J. Government Medical 1 500000 500000 
Low End 980864 | College, Pune 
Total (Institute Level Purchase) 1000000 
85 | Embalming 222059 | Swami Ramanand Teerth 60000 120000 
Machine 980518 | Rural Government Medical 
(High End) College and Hospital, 
Ambajogai 
222059 | Government Medical 1 60000 60000 
980759 | College, Gondia 
222059 | B.J. Government Medical 1 60000 60000 
980902 | College, Pune 
Total (Institute Level Purchase) 240000 
i Embryology 222059 | Indira Gandhi Medical 515200 515200 
Models 980148 | College, Nagpur 
222059 | Government Medical 1 515200 515200 
980692 | College, Satara 
Total 1030400 
87 | Emg ९०९ 222059 | Vilasrao Deshmukh 450000 450000 
980195 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 1 450000 450000 
980563 _| College, Baramati 
Total (Institute Level Purchase) 900000 
88 | Endomotors | 222059 | Gokuldas Tejpal Hospital, 90000 90000 
980251 | Mumbai 
222059 | Government Medical 3 90000 270000 
980583 | College and General 
Hospital, Baramati 
222059 | Sir J.J.group hospital, 2 90000 180000 
980844 | Mumbai 
Total (Institute Level Purchase) ea 540000 
| Endoscope 222059 | Dr.Shankarrao Chavan 4 200000 800000 
(High End) 980224 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Swami Ramanand Teerth 4 200000 800000 
980521 | Rural Government Medical 
College and Hospital, 
Ambajogai 
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Total Lea 1600000 
| Entropion 222059 | Government Medical 3 20000 60000 
Set 980576 | College and General 
Hospital, Baramati 
222059 | Swami Ramanand Teerth 5 20000 100000 
980804 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 160000 
91 | EnucleatioN | 222059 | St.Geogres Hospital, 10000 20000 
Set 980132 | Mumbai 
222059 | Government Medical 2 10000 20000 
980325 | College and Hospital, Akola 
222059 | Government Medical 3 10000 30000 
980576 | College and General 
Hospital, Baramati 
222059 | Swami Ramanand Teerth 5 10000 50000 
980805 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 12 120000 
92 | EvisceratiOn | 222059 | St.Geogres Hospital, 2 10000 20000 
Set 980132 | Mumbai 
222059 | Government Medical 2 10000 20000 
980325 | College and Hospital, Akola 
222059 | Government Medical 3 10000 30000 
980576 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 70000 
93 | External 222059 | Government Medical 18000 36000 
Hard Disk 980578 | College and General 
Hospital, Baramati 
222059 | Government Medical 1 18000 18000 
980755 | College, Satara 
Total (Institute Level Purchase) 54000 
| Fetal 222059 | Indira Gandhi Medical 250000 500000 
Monitor Or 980179 | College and Hospital, 
Ctg Machine Nagpur 
(High End) 222059 | Government Medical 1 250000 250000 
980796 | College and Hospital, 
Gondia 
Total (Institute Level Purchase) 750000 
95 | Fiber Optic 222059 | Government Medical 1800000 1800000 
Intubation 980127 | College and Hospital, 
Bronchoscop Jalgaon 
e 222059 | Government Medical 1 1800000 1800000 
980242 | College and Cancer 
Hospital, Aurangabad 
222059 | Swami Ramanand Teerth 1 1800000 1800000 
980516 | Rural Government Medical 
College and Hospital, 
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Ambajogai 
Total 5400000 
; Fiber Optic 222059 | Vilasrao Deshmukh 600000 600000 
Laryngoscop | 980205 | Government Medical 
e science institute (Hospital), 
Latur 
222059 | Dr. Vaishyampayan 1 600000 600000 
980825 | Memorial Government 
Medical College, Solapur 
Total 2 1200000 
97 | Fixed 222059 | Indira Gandhi Medical 15 25000 375000 
Volume 980149 | College, Nagpur 
Pipettes 222059 | Government Medical 1 25000 25000 
980572 | College, Nagpur 
Total (Institute Level Purchase) 16 400000 
| Flexible 222059 | Government Medical 1 900000 900000 
Fibreoptic 980580 | College and General 
Nasopharyng Hospital, Baramati 
olaryngoscop | 222059 | Government Medical 1 900000 900000 
e Set With 980727 | College and Cancer 
Accessories Hospital, Aurangabad 
(High End) 
Total 2 1800000 
| Fully 222059 | Indira Gandhi Medical 1 450000 450000 
Automated 980152 | College, Nagpur 
Elisa Reader [592059 | Government Medical 1 450000 450000 
And Washer | 989575 | College, Nagpur 
222059 | SirJ.J.group hospital, 1 450000 450000 
980836 | Mumbai 
222059 | Government Medical 1 450000 450000 
980911 | College, Nandurbar 
Total षि 1800000 
100 | Fully 222059 | Government Medical 1 2170000 2170000 
Automated 980138 | College, Jalgaon 
Rotary 222059 | Government Medical 1 2170000 2170000 
Microtome 980622 | College, Satara 
Total 2 4340000 
101 | Fully Digital 222059 | Government Medical 1 8000000 8000000 
High End 980298 | College and Hospital, Miraj 
Colour 222059 | Chhatrapati Pramila Raje 1 8000000 8000000 
Doppler 980745 | General Hospital, Kolhapur 
Ultrasound 
System 
Total 16000000 
102 | Fumigator 222059 | Government Medical 35000 35000 
For Fogging 980572 | College, Nagpur 
Machine 222059 | Government Medical ae 35000 140000 
980583 । College and General 
Hospital, Baramati 
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103 | General 222059 | Dr.Shankarrao Chavan 35000 35000 
Instruments | 980224 | Government Medical 
Set(Head & College And Hospital, 
Neck Vishnupuri, Nanded 
Instruments) | 222059 | Padmashree Vasantrao 7 35000 245000 
(Low End) 980341 | Patil Government Medical 
College and hospital, Sangli 
Total (Institute Level Purchase) 280000 
104 | Glaucoma 222059 | St.Geogres Hospital, 20000 40000 
Set 980132 | Mumbai 
222059 | Vilasrao Deshmukh 1 20000 20000 
980209 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 2 20000 40000 
980325 | College and Hospital, Akola 
222059 | Government Medical 5 20000 100000 
980576 | College and General 
Hospital, Baramati 
222059 | Swami Ramanand Teerth 5 20000 100000 
980806 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 15 300000 
105 | Glucometer 222059 | Government Medical 10 2900 29000 
(High End) 980543 । College, Satara 
222059 | Dr. Vaishyampayan 5 2900 14500 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 15 43500 
106 | Gonioscop 222059 | Government Medical 2 5000 10000 
980325 | College and Hospital, Akola 
222059 | Dr. Vaishyampayan 3 5000 15000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 5 25000 
107 | Grossing 222059 | Government Medical 1 1000000 1000000 
Station 980241 | College and Cancer 
Hospital, Aurangabad 
222059 | Government Medical 1 1000000 1000000 
980567 | College, Nagpur 
222059 | Government Medical 1 1000000 1000000 
980622 | College, Satara 
Total 3 3000000 
108 | Hacksaw 222059 | Government Medical 4 750 3000 
980095 __| College, Sindhudurg 
222059 | Government Medical 2 750 1500 
980691 | College, Satara 
Total (Institute Level Purchase) eam) 4500 
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109 | Haemocytom | 222059 | Dr.Shankarrao Chavan 40 2240 89600 
eters 980236 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 50 2240 112000 
980563 ‘| College, Baramati 
Total (Institute Level Purchase) | 90 | 201600 
110 | Hand Held 222059 | Dr.Shankarrao Chavan 1 475000 475000 
Portable 980214 | Government Medical 
Dental College And Hospital, 
Intraoral X- Vishnupuri, Nanded 
Ray Machine | 222059 | Government Medical 1 475000 475000 
980286 | College, Akola 
Total (Institute Level Purchase) 950000 
111 | Hand Set 222059 | Government Medical 5200 5200 
Heat Sealer 980120 | College, Sindhudurg 
222059 | Government Medical 1 5200 5200 
980755 | College, Satara 
Total (Institute Level Purchase) 2 10400 
112 | Headlight 222059 | Indira Gandhi Medical 1 350000 350000 
(Ent) (High 980180 | College and Hospital, 
End) Nagpur 
222059 | Swami Ramanand Teerth 1 350000 350000 
980524 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 1 350000 350000 
980770 | College, Gondia 
Total 1050000 
113 | Headlight 222059 | Grant Government Medical 15000 30000 
(Ent) (Low 980717 | College, Mumbai 
End) 222059 | Government Medical 1 15000 15000 
980727 | College and Cancer 
Hospital, Aurangabad 
222059 | Government Medical 1 15000 15000 
980797 | College and Hospital, 
Gondia 
Total (Institute Level Purchase) a 60000 
114 | Height 222059 | Government Medical 2 5850 11700 
Measuring 980306 | College and Hospital, Miraj 
Stand (High [222059 | Government Medical 3 5850 17550 
End) 980543 | College, Satara 
222059 | Health Unit, Saoner, 1 5850 5850 
980648 | Nagpur 
222059 1 5850 5850 
980649 
Total (Institute Level Purchase) 40950 
115 | Herpenders 222059 | Indira Gandhi Medical 17550 35100 
Calipers 980153 _| College, Nagpur 
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(High End) 222059 | Indira Gandhi Medical 5 17550 87750 
980178 | College and Hospital, 
Nagpur 
Total (Institute Level Purchase) 122850 
116 | Horizontal 222059 | Government Medical 498800 498800 
Autoclave 980134 | College, Jalgaon 
Machine 222059 | Government Medical 2 498800 997600 
980268 | College and Hospital, Miraj 
222059 | Padmashree Vasantrao 2 498800 997600 
980334 | Patil Government Medical 
College and hospital, Sangli 
Total 5 2494000 
117 | Horrocks 222059 | Government Medical 3 4500 13500 
Water 980419 | College, Miraj 
Testing Kit | 222059 | Government Medical 3 4500 13500 
(Low End) 980543 | College, Satara 
Total (Institute Level Purchase) eres 27000 
118 | Hot Air Oven | 222059 | Government Medical 2 80000 160000 
(High End) 980575 | College, Nagpur 
222059 | Government Medical 1 80000 80000 
980692 | College, Satara 
Total (Institute Level Purchase) 3 240000 
119 | Hot Air Oven | 222059 | Government Medical 1 35000 35000 
(Medium 980144 | College, Jalgaon 
End) 222059 | Government Medical 1 35000 35000 
980387 | College, Miraj 
222059 | Government Medical 1 35000 35000 
980881 | College, Satara 
Total (Institute Level Purchase) 105000 
120 | Hot Air 222059 | Government Medical 20000 40000 
Oven- 980067 | College, Sindhudurg 
Microbiology | 222059 | Indira Gandhi Medical 1 20000 20000 
980151 | College, Nagpur 
Total (Institute Level Purchase) 60000 
121 | Hot Air 222059 | Government Medical 200000 200000 
Oven- 980241 | College and Cancer 
Pathology Hospital, Aurangabad 
222059 | Swami Ramanand Teerth 1 200000 200000 
980534 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 400000 
122 | Hot Plates 222059 | Government Medical 2600 5200 
980018 | College, Sindhudurg 
222059 2 2600 5200 
980032 
222059 1 2600 2600 
980106 
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222059 | Government Medical 1 2600 2600 
980691 | College, Satara 
Total (Institute Level Purchase) 15600 
123 | Incubator 222059 | Government Medical 75000 75000 
980145 | College, Jalgaon 
222059 | Swami Ramanand Teerth 4 75000 300000 
980533 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | B.J. Government Medical 1 75000 75000 
980898 | College, Pune 
Total (Institute Level Purchase) 450000 
124 | Incubator, 222059 | Government Medical 26100 26100 
Electric (High | 980283 | College and Hospital, Miraj 
End) 222059 | Dr. Vaishyampayan 1 26100 26100 
980825 Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 2 52200 
125 | Indirect 222059 | Indira Gandhi Medical 1 744800 744800 
Ophthalmosc | 980173 | College and Hospital, 
ope Nagpur 
222059 | Government Medical 1 744800 744800 
980267 | College, Akola 
Total 2 1489600 
126 | Infusion 222059 | Vilasrao Deshmukh 15 30000 450000 
Pump- 980206 | Government Medical 
Volumetric science institute (Hospital), 
Latur 
222059 | Padmashree Vasantrao 5 30000 150000 
980356 | Patil Government Medical 
College and hospital, Sangli 
222059 | Government Medical 10 30000 300000 
980571 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 30 900000 
127 | Inspissator 222059 | Government Medical 2 500000 1000000 
980068 | College, Sindhudurg 
222059 | Indira Gandhi Medical 1 500000 500000 
980151 | College, Nagpur 
Total 3 1500000 
128 | Knee 222059 | Dr.Shankarrao Chavan 47 336 15792 
Hammer 980236 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical al 336 2688 
980433 | College, Miraj 
Total (Institute Level Purchase) 55 18480 
129 | Lab 222059 | Government Medical 1 15000 15000 
Micromotor | 980583 | College and General 
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222059 | Grant Government Medical 1 15000 15000 
980703 | College, Mumbai 
Total (Institute Level Purchase) 30000 
130 | Laboratory 222059 | Indira Gandhi Medical 60000 60000 
Analytical 980149 | College, Nagpur 
Balance 222059 | Dr.Shankarrao Chavan 2 60000 120000 
980233 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Dr. Vaishyampayan 5 60000 300000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 480000 
131 | Laboratory 222059 | Indira Gandhi Medical 150000 150000 
Centrifuge 980151 | College, Nagpur 
222059 | Government Medical 1 150000 150000 
980265 | College, Akola 
Total (Institute Level Purchase) 2 300000 
132 | Laboratory 222059 | Dr.Shankarrao Chavan 1 200000 200000 
Incubator 980240 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 2 200000 400000 
980572 | College, Nagpur 
222059 | Government Medical 2 200000 400000 
980622 | College, Satara 
222059 | Dr. Vaishyampayan 1 200000 200000 
980825 | Memorial Government 
Medical College, Solapur 
Total 1200000 
133 | Laboratory 222059 | Dr.Shankarrao Chavan 94000 94000 
Refrigerator | 980240 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 2 94000 188000 
980273 | College and Hospital, Miraj 
222059 | Padmashree Vasantrao 2 94000 188000 
980333 | Patil Government Medical 
College and hospital, Sangli 
222059 | Government Medical 2 94000 188000 
980572 | College, Nagpur 
222059 | Dr. Vaishyampayan 2 94000 188000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 846000 
134 | Laboratory 222059 | Indira Gandhi Medical 100000 200000 
Refrigerators | 980149 | College, Nagpur 
(Glass Solid [222059 | Government Medical 2 100000 200000 
Door) 980570 | College, Nagpur 
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222059 | Government Medical 1 100000 100000 
980881 | College, Satara 
Total (Institute Level Purchase) 500000 
135 | Laminar Air 222059 | Government Medical 250000 250000 
Flow 980079 | College, Sindhudurg 
222059 | Indira Gandhi Medical 1 250000 250000 
980152 | College, Nagpur 
222059 | B.J. Government Medical 1 250000 250000 
980866 | College, Pune 
Total (Institute Level Purchase) 750000 
136 | Laptop 222059 | Government Medical 80000 80000 
980279 | College and Hospital, Miraj 
222059 1 80000 80000 
980320 
222059 | Government Medical 1 80000 80000 
980380 | College, Miraj 
222059 1 80000 80000 
980434 
222059 | Government Medical 1 80000 80000 
980622 | College, Satara 
222059 1 80000 80000 
980755 
222059 | Government Medical 17 80000 480000 
980767 | College, Gondia 
Total (Institute Level Purchase) 12 960000 
137 | Laptop (High | 222059 | Government Medical 2 80000 160000 
End)- 980159 | College, Jalgaon 
Pharmacolog | 222059 | Government Medical 1 80000 80000 
y 980257 | College, Satara 
222059 | Government Medical 1 80000 80000 
980277 | College and Hospital, Miraj 
222059 | Government Medical 2 80000 160000 
980566 | College, Baramati 
222059 | Government Medical 1 80000 80000 
980578 | College and General 
Hospital, Baramati 
222059 | Swami Ramanand Teerth 2 80000 160000 
980786 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | B.J. Government Medical 2 80000 160000 
980878 | College, Pune 
Total (Institute Level Purchase) 11 880000 
138 | Laptop 222059 | Government Medical 1 40000 40000 
Computer 980564 | College, Baramati 
222059 | Government Medical 2 40000 80000 
980817 | College, Nandurbar 
Total (Institute Level Purchase) 3 120000 


पृष्ठ ६६ पैकी २८ 


शासन निर्णय क्रमांकः यंत्रख-२०२२/प्र.क्र.१९०/प्रशा-१ 


| EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
139 | Led Projector | 222059 | Government Medical 1 100000 100000 
980318 | College and Hospital, Miraj 
222059 | Government Medical 1 100000 100000 
980445 । College, Miraj 
222059 | Government Medical 1 100000 100000 
980583 । College and General 
Hospital, Baramati 
222059 | Government Medical eal 100000 600000 
980767 | College, Gondia 
Total (Institute Level Purchase) 900000 
140 | Lcd Projector | 222059 | Government Medical 70000 70000 
(Medium 980162 | College, Jalgaon 
End) 222059 | Government Medical 1 70000 70000 
980241 | College and Cancer 
Hospital, Aurangabad 
Total (Institute Level Purchase) 2 140000 
141 | Led Dual 222059 | Indira Gandhi Medical 1 2000000 2000000 
Combination | 980179 | College and Hospital, 
O.T. Light Nagpur 
With High 222059 | Grant Government Medical 1 2000000 2000000 
Definition 980704 | College, Mumbai 
Camera 
Total 2 4000000 
142 | Manikins 222059 | Dr.Shankarrao Chavan 10 35000 350000 
(Clinical 980238 | Government Medical 
Pharmacy) College, Vishnupuri, 
Nanded 
222059 | Government Medical 10 35000 350000 
980257 | College, Satara 
222059 | Government Medical 4 35000 140000 
980757 | College, Gondia 
222059 | Government Medical 1 35000 35000 
980820 | College, Nandurbar 
Total (Institute Level Purchase) 25 875000 
143 | Meat Cutting | 222059 | Government Medical 1 80000 80000 
Machine 980376 | College, Miraj 
Thin Body | 222059 | Swami Ramanand Teerth 1 80000 80000 
Section 980783 | Rural Government Medical 
(Medium College and Hospital, 
End) Ambajogai 
Total (Institute Level Purchase) 2 160000 
144 | Mercury 222059 | Padmashree Vasantrao 25 3200 80000 
Sphygmoma_ | 980342 | Patil Government Medical 
nometer College and hospital, Sangli 
With 222059 | Government Medical 20 3200 64000 
Stethoscope | 980369 | College, Miraj 
222059 | B.J. Government Medical faa 3200 19200 
980899 | College, Pune 
Total (Institute Level Purchase) 51 163200 
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145 | Metal Hand 222059 | Indira Gandhi Medical fied 3000 24000 
Saw (High 980148 | College, Nagpur 
End) 222059 | B.J. Government Medical 7 3000 21000 
980907 | College, Pune 
Total (Institute Level Purchase) 15 45000 
146 | Micromotor | 222059 | Health Unit, Saoner, 1 7000 7000 
Hand Piece 980633 | Nagpur 
222059 | Dr. Vaishyampayan 1 7000 7000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 2 14000 
147 | Microscope 222059 | Swami Ramanand Teerth 25 23500 587500 
Binocular, 980535 _| Rural Government Medical 
Research College and Hospital, 
Ambajogai 
222059 | Dr. Vaishyampayan 10 23500 235000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 35 822500 
148 | Microscope 222059 | Government Medical 50 8800 440000 
Student Type | 980379 | College, Miraj 
222059 | Dr. Vaishyampayan 10 8800 88000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) | 60 | 528000 
149 | Microscope, | 222059 | Government Medical 15 16800 252000 
Oil 980036 | College, Sindhudurg 
Immersion 222059 2 16800 33600 
980083 
222059 | Dr.Shankarrao Chavan 25 16800 420000 
980236 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | B.J. Government Medical 30 16800 504000 
980885 | College, Pune 
222059 | Government Medical 50 16800 840000 
980912 | College, Baramati 
Total 122 2049600 
150 | Midrange 222059 | Dr.Shankarrao Chavan 1 8000000 8000000 
Usg Machine | 980227 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Padmashree Vasantrao 1 8000000 8000000 
980261 | Patil Government Medical 
College and hospital, Sangli 
Total 2 16000000 
151 | Models 222059 | Dr.Shankarrao Chavan 5 10000 50000 
980238 | Government Medical 
College, Vishnupuri, 
Nanded 
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222059 | Government Medical 7 10000 70000 
980257 | College, Satara 
222059 | Government Medical 2 10000 20000 
980562 | College, Baramati 
222059 | Government Medical 5 10000 50000 
980757 | College, Gondia 
222059 | B.J. Government Medical 1 10000 10000 
980879 | College, Pune 
Total (Institute Level Purchase) 20 200000 
152 | Monocular 222059 | Dr.Shankarrao Chavan 50 21000 1050000 
Microscope 980234 | Government Medical 
(High End) College, Vishnupuri, 
Nanded 
222059 | B.J. Government Medical 25 21000 525000 
980900 | College, Pune 
Total 75 1575000 
153 | Mosquito 222059 | Government Medical 1 12500 12500 
Catching Kit | 980543 | College, Satara 
(High End) | 222059 | Government Medical 2 12500 25000 
980809 | College, Nandurbar 
Total (Institute Level Purchase) 37500 
154 | Mosso'S 222059 | Government Medical 25760 51520 
Ergograph 980370 | College, Miraj 
222059 | Government Medical 7 25760 180320 
980563 _| College, Baramati 
Total (Institute Level Purchase) 231840 
155 | Multimedia 222059 | Government Medical 150000 150000 
Projector 980257 | College, Satara 
With Screen | 222059 | Government Medical 1 150000 150000 
980424 | College, Miraj 
222059 | Government Medical 2 150000 300000 
980543 | College, Satara 
222059 | Grant Government Medical 2 150000 300000 
980697 | College, Mumbai 
222059 | Swami Ramanand Teerth 2 150000 300000 
980810 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | SirJ.J.group hospital, 1 150000 150000 
980839 | Mumbai 
222059 1 150000 150000 
980857 
Total 10 1500000 
156 | Multipara 222059 | Urban Health Center, 1 200000 200000 
Monitor 5 980170 | Bandra 
Pate 222059 | Vilasrao Deshmukh 5 200000 1000000 
980223 | Government Medical 
science institute (Hospital), 
Latur 
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222059 | Dr.Shankarrao Chavan 2 200000 400000 
980229 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Government Medical 15 200000 3000000 
980263 | College, Akola 
222059 | Government Medical 1 200000 200000 
980331 | College and Hospital, Akola 
222059 | Padmashree Vasantrao 1 200000 200000 
980359 | Patil Government Medical 
College and hospital, Sangli 
Total 25 5000000 
157 | Multipara 222059 | Urban Health Center, 1 300000 300000 
Monitor 7 980171 | Bandra 
Para 222059 | Government Medical 2 300000 600000 
980271 | College and Hospital, Miraj 
222059 | Grant Government Medical 2 300000 600000 
980707 | College, Mumbai 
Total 1500000 
158 | Near Vision 222059 | St.Geogres Hospital, 2000 2000 
Chart With 980132 | Mumbai 
Different 222059 | Swami Ramanand Teerth a 2000 8000 
Languages 980811 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Dr. Vaishyampayan 5 2000 10000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 10 20000 
159 | Nebulizer(Ele | 222059 | Vilasrao Deshmukh 20 3000 60000 
ctric) 980184 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 11 3000 33000 
980322 | College and Hospital, Miraj 
222059 | Health Unit, Saoner, 1 3000 3000 
980651 | Nagpur 
222059 1 3000 3000 
980652 
222059 1 3000 3000 
980653 
222059 | Dr. Vaishyampayan 5 3000 15000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 39 117000 
160 | Needle 222059 | Government Medical 2 3500 7000 
Distoyer 980583 _| College and General 
Hospital, Baramati 
222059 | Health Unit, Saoner, 1 3500 3500 
980637 | Nagpur 
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222059 4 3500 14000 
980674 
222059 3 3500 10500 
980675 
222059 3 3500 10500 
980676 
222059 | Dr. Vaishyampayan 2 3500 7000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 15 52500 
161 | Noiseless 222059 | Government Medical 5 200000 1000000 
Imported 980167 | College, Jalgaon 
Suction 222059 | Indira Gandhi Medical 4 200000 800000 
Machine 980179 | College and Hospital, 
(High End) Nagpur 
222059 | Government Medical 1 200000 200000 
980771 | College, Gondia 
Total 10 2000000 
162 | Nst Machine | 222059 | Government Medical 5 200000 1000000 
(Medium 980128 | College and Hospital, 
End) Jalgaon 
222059 | Government Medical 2 200000 400000 
980275 | College and Hospital, Miraj 
222059 1 200000 200000 
980324 
222059 | Padmashree Vasantrao 3 200000 600000 
980350 | Patil Government Medical 
College and hospital, Sangli 
222059 | Grant Government Medical 4 200000 800000 
980705 _| College, Mumbai 
222059 | Dr. Vaishyampayan 3 200000 600000 
980825 | Memorial Government 
Medical College, Solapur 
Total 18 3600000 
163 | Operating 222059 | Government Medical 1 3000000 3000000 
Microscope 980280 | College and Hospital, Miraj 
Mid End 222059 | Government Medical 1 3000000 3000000 
980325 | College and Hospital, Akola 
Total 6000000 
164 | Operation 222059 | Swami Ramanand Teerth 100000 200000 
Theatre 980799 | Rural Government Medical 
Table (Foot College and Hospital, 
Switch Ambajogai 
Operated) 222059 | Dr. Vaishyampayan 2 100000 200000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 400000 
165 | Ophthalmosc | 222059 | Government Medical 15930 31860 
ope (Low 980313 | College and Hospital, Miraj 
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End) 222059 | Government Medical 1 15930 15930 
980543 | College, Satara 
Total (Institute Level Purchase) 47790 
166 | Optical Bio 222059 | Government Medical 500000 500000 
Meter - High | 980325 | College and Hospital, Akola 
End 222059 | Swami Ramanand Teerth 1 500000 500000 
980530 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 2 1000000 
167 | Orthopaedic | 222059 | Government Medical 1 2300000 2300000 
Basic Pelvic 980574 | College and General 
Instruments Hospital, Baramati 
Set (High 222059 | Grant Government Medical 1 2300000 2300000 
End) 980693 । College, Mumbai 
Total 2 4600000 
168 | Ot Lights 222059 | Government Medical 3 1000000 3000000 
980294 | College and Hospital, Miraj 
222059 | Padmashree Vasantrao 1 1000000 1000000 
980337 | Patil Government Medical 
College and hospital, Sangli 
Total | 4 | 4000000 
169 | Otoscope 222059 | Indira Gandhi Medical 3 14500 43500 
(High End) 980178 | College and Hospital, 
Nagpur 
222059 | Government Medical 1 14500 14500 
980290 | College and Hospital, Miraj 
222059 4 14500 58000 
980305 
222059 | Grant Government Medical 2 14500 29000 
980719 | College, Mumbai 
Total (Institute Level Purchase) 10 145000 
170 | Paraffin 222059 | Government Medical 1 50000 50000 
Embeding 980241 | College and Cancer 
Wax Bath Hospital, Aurangabad 
222059 | Government Medical 1 50000 50000 
980568 | College, Nagpur 
Total (Institute Level Purchase) 100000 
171 | Perimeter 222059 | Dr.Shankarrao Chavan 10640 21280 
Pristely 980236 | Government Medical 
Smith Slp. College, Vishnupuri, 
984 B&B Nanded 
222059 | Government Medical 2 10640 21280 
980373 | College, Miraj 
Total (Institute Level Purchase) 42560 
172 | Peripheral 222059 | Indira Gandhi Medical 100000 100000 
Nerve 980175 _| College and Hospital, 
Stimulator Nagpur 
(High End) 222059 | Dr.Shankarrao Chavan 1 100000 100000 
980226 | Government Medical 
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College And Hospital, 
Vishnupuri, Nanded 
222059 | Swami Ramanand Teerth 2 100000 200000 
980780 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) | 4 | 400000 
173 | Ph Meter 222059 | Dr.Shankarrao Chavan 2 50000 100000 
980233 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 50000 50000 
980301 | College, Akola 
222059 | Swami Ramanand Teerth 2 50000 100000 
980526 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 1 50000 50000 
980760 | College, Gondia 
Total (Institute Level Purchase) 300000 
174 | Phacoemul 222059 | St.Geogres Hospital, 3000000 3000000 
Sification 980132 | Mumbai 
Machine 222059 | Dr.Shankarrao Chavan 1 3000000 3000000 
980183 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
Total 2 6000000 
175 | Portable 222059 | Government Medical 1 100000 100000 
Tube Sealer 980565 __| College, Baramati 
222059 | Dr. Vaishyampayan 2 100000 200000 
980825 Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 3 300000 
176 | Printer 222059 | Government Medical [| 35000 210000 
980564 | College, Baramati 
222059 | Swami Ramanand Teerth | 35000 210000 
980789 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Government Medical 25 35000 875000 
980924 | College, Sindhudurg 
Total 37 1295000 
177 | Projector 222059 | Government Medical 2 40000 80000 
980157 | College, Jalgaon 
222059 | Government Medical 1 40000 40000 
980276 | College and Hospital, Miraj 
222059 | Government Medical 1 40000 40000 
980437 | College, Miraj 
222059 | Government Medical 4 40000 160000 
980566 | College, Baramati 
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222059 | B.J. Government Medical 2 40000 80000 
980880 | College, Pune 
222059 1 40000 40000 
980893 
Total (Institute Level Purchase) 11 440000 
178 | Public 222059 | Government Medical 2 19900 39800 
Address 980307 | College and Hospital, Miraj 
System (Low [22059 | Government Medical i 19900 19900 
End) 980578 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 59700 
179 | Public 222059 | Indira Gandhi Medical 70000 70000 
Address 980153 _| College, Nagpur 
system 222059 | Government Medical 3 70000 210000 
(Portable) 980579 | College and General 
(High End) Hospital, Baramati 
Total (Institute Level Purchase) | 4 | 280000 
180 | Public 222059 | Indira Gandhi Medical aa 9500 57000 
Address 980153 | College, Nagpur 
system 222059 | Government Medical 2 9500 19000 
(Portable)  । 980406 | College, Miraj 
(Low End) G - 
222059 overnment Medical 4 9500 38000 
980543 | College, Satara 
Total (Institute Level Purchase) 12 114000 
181 | Pulp Tester- | 222059 | Gokuldas Tejpal Hospital, 1 20000 20000 
Conservative | 980251 | Mumbai 
Dentistry 222059 | Government Medical 1 20000 20000 
And 980583 | College and General 
Endodontics Hospital, Baramati 
Total (Institute Level Purchase) 2 40000 
182 | Pulseoximet | 222059 | Indira Gandhi Medical 3 85000 255000 
er_Linepowe | 980178 | College and Hospital, 
red Nagpur 
222059 | Government Medical 10 85000 850000 
980571 | College and General 
Hospital, Baramati 
Total 13 1105000 
183 | Radiantwarm | 222059 | Padmashree Vasantrao 5 55000 275000 
er 980355 | Patil Government Medical 
College and hospital, Sangli 
222059 | Shree.Chahtrapati Shivaji 10 55000 550000 
980897 | Maharaj General Hospital, 
Solapur 
Total (Institute Level Purchase) 15 825000 
184 | Reasearch 222059 | Government Medical 25 71000 1775000 
Binocular 980564 | College, Baramati 
Microscope | 222059 | Government Medical if 71000 71000 
980572 | College, Nagpur 
222059 | Government Medical 1 71000 71000 
980763 | College, Gondia 
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222059 | Shri Vasantrao Naik 3 71000 213000 
980816 | Government Medical 
College and Hospital, 
Yavatmal 
Total 30 2130000 
185 | Refrigerated | 222059 | Government Medical 1 1700000 1700000 
Centrifuge 980575 | College, Nagpur 
222059 | SirJ.J.group hospital, 1 1700000 1700000 
980832 | Mumbai 
Total 2 3400000 
186 | Refrigerator | 222059 | Indira Gandhi Medical 3 158600 475800 
(High End) 980153 _| College, Nagpur 
222059 | Government Medical 2 158600 317200 
980579 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 5 793000 
187 | Refrigerator | 222059 | Government Medical 5 26800 134000 
(Low End) 980543 | College, Satara 
222059 | B.J. Government Medical 2 26800 53600 
980895 | College, Pune 
Total (Institute Level Purchase) 7 187600 
188 | Refrigerator | 222059 | Government Medical 1 32000 32000 
(Medium 980156 | College, Jalgaon 
End) 222059 | Indira Gandhi Medical 1 32000 32000 
980178 | College and Hospital, 
Nagpur 
Total (Institute Level Purchase) 64000 
189 | Refrigerator | 222059 | Government Medical 50000 50000 
310 Litres 980282 | College and Hospital, Miraj 
222059 | Government Medical 1 50000 50000 
980578 | College and General 
222059 Hospital, Baramati 1 50000 50000 
980583 
222059 | Health Unit, Saoner, 1 50000 50000 
980640 | Nagpur 
222059 1 50000 50000 
980641 
222059 1 50000 50000 
980642 
Total (Institute Level Purchase) eee 300000 
190 | Rhinoplasty 222059 | Gokuldas Tejpal Hospital, 1 80000 80000 
Set (High 980248 | Mumbai 
End) 222059 | Dr. Vaishyampayan 1 80000 80000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 2 160000 
191 | Rib 222059 | Government Medical 4 1600 6400 
Shears,Right | 980097 | College, Sindhudurg 
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And Left 222059 | Dr.Shankarrao Chavan 2 1600 3200 
980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical ia 1600 6400 
980291 | College, Akola 
222059 | Government Medical 1 1600 1600 
980691 | College, Satara 
Total (Institute Level Purchase) 11 17600 
192 | Salter'S Baby | 222059 | Government Medical 4 1100 4400 
Weighing 980409 | College, Miraj 
Machine 222059 | Government Medical 2 1100 2200 
Make (Low 980543 | College, Satara 
End) 
Total (Institute Level Purchase) 6600 
193 | Semi 222059 | Government Medical 2000000 2000000 
Automated 980567 | College, Nagpur 
Rotary 222059 | Government Medical 2 2000000 4000000 
Microtome 980831 | College, Nandurbar 
With 
Accessories 
Total 6000000 
194 | Semi 222059 | Government Medical 313000 313000 
Autometed 980753 | College, Aurangabad 
Cougulomet | 222059 | Government Medical 1 313000 313000 
€ 980762 | College, Gondia 
Total (Institute Level Purchase) 2 626000 
195 | Slide Storing | 222059 | Government Medical 3 85000 255000 
Cabinet 980241 | College and Cancer 
(Medium Hospital, Aurangabad 
End) 222059 | Government Medical 1 85000 85000 
980622 | College, Satara 
Total (Institute Level Purchase) | 4 | 340000 
196 | Slide 222059 | Government Medical 1 6950 6950 
Warming 980111 | College, Sindhudurg 
Table 222059 | Government Medical 1 6950 6950 
980691 | College, Satara 
Total (Institute Level Purchase) 2 13900 
197 | Slit Lamp- 222059 | Dr.Shankarrao Chavan 1 500000 500000 
High End 980183 | Government Medical 
College And Hospital, 
Vishnupuri, Nanded 
222059 | Vilasrao Deshmukh 1 500000 500000 
980211 | Government Medical 
science institute (Hospital), 
Latur 
222059 | Government Medical 1 500000 500000 
980325 | College and Hospital, Akola 
Total 3 1500000 
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198 | Smart Tv 222059 | Government Medical 2 90990 181980 
With Dvd 980566 | College, Baramati 
Player (High | 222059 | Government Medical 2 90990 181980 
End) 980583 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) | 4 | 363960 
199 | Snellens 222059 | Swami Ramanand Teerth 5 40000 200000 
Chart With 980813 | Rural Government Medical 
Or Without College and Hospital, 
Remote Ambajogai 
Control 222059 | Dr. Vaishyampayan 3 40000 120000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) femal 320000 
200 | Specification | 222059 | Government Medical 1 2500000 2500000 
For Neuro 980295 । College and Hospital, Miraj 
surgery 222059 | Padmashree Vasantrao 1 2500000 2500000 
Operatng 980339 | Patil Government Medical 
Microscope College and hospital, Sangli 
Total 5000000 
201 | Spectrophot | 222059 | Government Medical 1400000 1400000 
ometer With | 980691 | College, Satara 
Uv, Ir, Visible | 222059 | Government Medical 1 1400000 1400000 
Range 980909 | College, Nandurbar 
Total 2800000 
202 | Spectroscop | 222059 | Government Medical 2500 5000 
e Lens With 980121 | College, Sindhudurg 
Adjustable | 222059 | Government Medical 2 2500 5000 
Slit 980691 | College, Satara 
Total (Institute Level Purchase) | 4 | 10000 
203 | Specular 222059 | St.Geogres Hospital, 1 1335000 1335000 
Microscope - | 980132 | Mumbai 
High End 222059 | Vilasrao Deshmukh 1 1335000 1335000 
980212 | Government Medical 
science institute (Hospital), 
Latur 
Total 2 2670000 
204 | Sohygmoma_ | 222059 | Padmashree Vasantrao 26 3200 83200 
nometer 980259 । Patil Government Medical 
Digital College and hospital, Sangli 
Without 222059 | Government Medical 25 3200 80000 
Mercury 980310 | College and Hospital, Miraj 
Total (Institute Level Purchase) 51 163200 
205 | Sohygmoma_ | 222059 | Dr.Shankarrao Chavan 25 4000 100000 
nometer 980236 | Government Medical 
Without College, Vishnupuri, 
Mercury Nanded 
222059 | Government Medical 18 4000 72000 
980311 | College and Hospital, Miraj 
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College, Vishnupuri, 
Nanded 


a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Government Medical 10 4000 40000 
980563 | College, Baramati 
Total (Institute Level Purchase) 53 212000 
206 | Spirometer 222059 | Dr.Shankarrao Chavan 10 22500 225000 
Ordinary 980236 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 2 22500 45000 
980814 | College, Nandurbar 
Total (Institute Level Purchase) 12 270000 
207 | Squint Set 222059 | St.Geogres Hospital, 1 15000 15000 
980132 | Mumbai 
222059 | Government Medical 1 15000 15000 
980325 | College and Hospital, Akola 
Total (Institute Level Purchase) 30000 
208 | Staff Bus 222059 | Government Medical 3511900 3511900 
(Medium 980150 | College, Jalgaon 
End) 222059 | Indira Gandhi Medical 1 3511900 3511900 
980153 _| College, Nagpur 
222059 | B.J. Government Medical 1 3511900 3511900 
980853 | College, Pune 
Total 10535700 
209 | Steak 222059 | St.Geogres Hospital, 5000 5000 
Retinoscope | 980132 | Mumbai 
222059 | Swami Ramanand Teerth 3 5000 15000 
980815 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 20000 
210 | Steel Tape 222059 | Government Medical 350 700 
Roll 980092 | College, Sindhudurg 
222059 | Dr.Shankarrao Chavan 3 350 1050 
980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 2 350 700 
980691 | College, Satara 
Total (Institute Level Purchase) 7 2450 
211 | Stethograph | 222059 | Dr.Shankarrao Chavan 20 3360 67200 
980236 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 20 3360 67200 
980372 | College, Miraj 
Total (Institute Level Purchase) | 40 | 134400 
212 | Stethoscopes | 222059 | Dr.Shankarrao Chavan 25 2240 56000 
980236 | Government Medical 
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A EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
222059 | Government Medical 10 2240 22400 
980563 _| College, Baramati 
222059 | Government Medical 2 2240 4480 
980691 | College, Satara 
Total (Institute Level Purchase) 37 82880 
213 | Stopwatch 222059 | Government Medical 5 700 3500 
980397 | College, Miraj 
222059 | Government Medical 2 700 1400 
980755 | College, Satara 
Total (Institute Level Purchase) 4900 
214 | Stretcher 222059 | Indira Gandhi Medical 6000 12000 
(Medium 980148 | College, Nagpur 
End) 222059 | Government Medical 2 6000 12000 
980692 | College, Satara 
Total (Institute Level Purchase) | 4 | 24000 
215 | Student 222059 | Government Medical 1 280000 280000 
Physiograph | 980562 | College, Baramati 
(Single 222059 | B.J. Government Medical 4 280000 1120000 
Channel) 980883 | College, Pune 
With 
Accessories 
Total 5 1400000 
216 | Styker 222059 | Government Medical 3 425000 1275000 
Autopsy Saw | 980094 | College, Sindhudurg 
With ; 222059 | Government Medical 2 425000 850000 
Accessories | 980691 | College, Satara 
Total 5 2125000 
217 | Syring Pump | 222059 | Government Medical शि 30000 180000 
980323 | College and Hospital, Miraj 
222059 | Government Medical 10 30000 300000 
980571 | College and General 
Hospital, Baramati 
222059 | Government Medical 10 30000 300000 
980242 | College and Cancer 
Hospital, Aurangabad 
222059 | Government Medical [= 30000 240000 
980263 | College, Akola 
222059 | Government Medical 5 30000 150000 
980308 | College and Hospital, Miraj 
Total 39 1170000 
218 | Table Top 222059 | Government Medical 1 150000 150000 
Tube Sealer 980565 _| College, Baramati 
222059 | Government Medical 5 150000 750000 
980575 | College, Nagpur 
222059 | Dr. Vaishyampayan 2 150000 300000 
980825 | Memorial Government 
Medical College, Solapur 
Total eal 1200000 
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गि EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
219 | Tonsillectom | 222059 | Indira Gandhi Medical 2 65000 130000 
y Set 980180 | College and Hospital, 
(Medium Nagpur 
End) 222059 | Swami Ramanand Teerth 3 65000 195000 
980522 | Rural Government Medical 
College and Hospital, 
Ambajogai 
222059 | Grant Government Medical 1 65000 65000 
980718 | College, Mumbai 
222059 | Government Medical 1 65000 65000 
980770 | College, Gondia 
222059 | Dr. Vaishyampayan 1 65000 65000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) een 520000 
220 | Tracheostom | 222059 | Indira Gandhi Medical 4 10000 40000 
y Set 980180 | College and Hospital, 
(Medium Nagpur 
End) 222059 | Grant Government Medical 1 10000 10000 
980714 | College, Mumbai 
222059 | Dr. Vaishyampayan 1 10000 10000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 60000 
221 | Transillumin | 222059 | Indira Gandhi Medical 150000 150000 
ator Cold 980178 | College and Hospital, 
Light Source Nagpur 
222059 | Government Medical 2 150000 300000 
980571 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 450000 
222 | Trauma Set 222059 | Government Medical 300000 600000 
980285 | College, Akola 
222059 | Government Medical 1 300000 300000 
980579 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 3 900000 
223 | Trial Set 222059 | Government Medical 3 50000 150000 
With Trial 980325 | College and Hospital, Akola 
Frame For 222059 | Dr. Vaishyampayan 3 50000 150000 
Adult And 980825 | Memorial Government 
Children Medical College, Solapur 
Total (Institute Level Purchase) 300000 
224 | Trolley 222059 | Government Medical 15000 15000 
Stretcher 980378 | College, Miraj 
(High End) । 222059 | Government Medical 4 15000 60000 
980568 | College, Nagpur 
222059 | B.J. Government Medical 2 15000 30000 
980906 | College, Pune 
Total (Institute Level Purchase) 7 105000 
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गि EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
225 | Tuning Fork 222059 | Government Medical 5 4000 20000 
(Medium 980438 | College, Miraj 
End) 222059 | Dr. Vaishyampayan 1 4000 4000 
980825 | Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) eee) 24000 
226 | Ultasonic 222059 | Government Medical 1 8000 8000 
Cleaner 980302 | College, Akola 
222059 | Government Medical 2 8000 16000 
980583 । College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 24000 
227 | Ultrasonic 222059 | Government Medical 200000 200000 
Cutting & 980136 | College, Jalgaon 
Coagulating | 222059 | Indira Gandhi Medical 1 200000 200000 
Device With | 980174 | College and Hospital, 
Advance Rf Nagpur 
निह 222059 | Swami Ramanand Teerth 1 200000 200000 
Harmonic 980536 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 600000 
228 | Upper Gi 222059 | St.Geogres Hospital, 1800000 1800000 
Endoscopes 980131 | Mumbai 
(Medium 222059 | Padmashree Vasantrao 1 1800000 1800000 
End) 980258 | Patil Government Medical 
College and hospital, Sangli 
Total 2 3600000 
229 | Urinometer 222059 | Government Medical | 3000 27000 
(Use For 980038 | College, Sindhudurg 
Measuremen | 922059 | Indira Gandhi Medical 10 3000 30000 
t For Specific | 980149 | College, Nagpur 
Gravity Of : 
Urine} 222059 | Dr. Vaishyampayan 22 3000 66000 
980825 | Memorial Government 
Medical College, Solapur 
222059 | Government Medical 18 3000 54000 
980829 | College, Nandurbar 
Total (Institute Level Purchase) 59 177000 
230 | Vaccum 222059 | Dr.Shankarrao Chavan 1 500000 500000 
Assisted 980189 | Government Medical 
Delivery College And Hospital, 
System (High Vishnupuri, Nanded 
End) 222059 | Grant Government Medical 1 500000 500000 
980708 | College, Mumbai 
Total (Institute Level Purchase) 2 1000000 
231 | Variable 222059 | Indira Gandhi Medical पली 25000 100000 
Volume 980149 | College, Nagpur 
Micropipette | 222059 | Dr.Shankarrao Chavan 5 25000 125000 
2 980233 | Government Medical 
College, Vishnupuri, 
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a EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Nanded 
222059 | Government Medical 1 25000 25000 
980572 | College, Nagpur 
Total (Institute Level Purchase) 10 250000 
232 | Varnier 222059 | Government Medical 1 7500 7500 
Callipers 980126 | College, Sindhudurg 
222059 | Government Medical 1 7500 7500 
980146 | College, Jalgaon 
222059 | Government Medical 2 7500 15000 
980755 | College, Satara 
Total (Institute Level Purchase) ७४ 30000 
233 | Vdrl Rotator | 222059 | Indira Gandhi Medical 2 5000 10000 
980151 | College, Nagpur 
222059 | Government Medical 1 5000 5000 
980572 | College, Nagpur 
222059 | B.J. Government Medical 1 5000 5000 
980871 | College, Pune 
Total (Institute Level Purchase) eae 20000 
234 | Vertical 222059 | Government Medical 2 285000 570000 
Autoclave 980265 | College, Akola 
222059 | Government Medical 2 285000 570000 
980572 | College, Nagpur 
Total | 4 | 1140000 
235 | Vessel Sealer | 222059 | Padmashree Vasantrao 1 650000 650000 
With 980352 | Patil Government Medical 
Electrosurgic College and hospital, Sangli 
al Unit 222059 | SirJ.J.group hospital, 1 650000 650000 
980846 | Mumbai 
Total 1300000 
236 | Vibrator 222059 | Gokuldas Tejpal Hospital, 10000 10000 
980251 | Mumbai 
222059 | Government Medical 1 10000 10000 
980583 | College and General 
Hospital, Baramati 
Total (Institute Level Purchase) 20000 
237 | Video 222059 | Swami Ramanand Teerth 2600000 2600000 
Bronchoscop | 980525 | Rural Government Medical 
e College and Hospital, 
Ambajogai 
222059 | Government Medical 1 2600000 2600000 
980569 | College and General 
Hospital, Baramati 
Total 2 5200000 
238 | Video 222059 | Government Medical 1 180000 180000 
Camera, 980124 | College, Sindhudurg 
Television | 222059 | Government Medical i 180000 180000 
And Video 980561 | College, Baramati 
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Al EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Cassette 222059 | Government Medical 1 180000 180000 
Recorder 980755 _| College, Satara 
Total (Institute Level Purchase) 540000 
239 | Viscerotome | 222059 | Government Medical 10000 10000 
With 980098 । College, Sindhudurg 
Attachment | 222059 | Government Medical 1 10000 10000 
For 980398 | College, Miraj 
Ilumination 
(Battery 
Operated) 
Total (Institute Level Purchase) 2 20000 
240 | Walk In 222059 | Government Medical 1 1000000 1000000 
Cooler 980274 | College and Hospital, Miraj 
222059 | Padmashree Vasantrao 1 1000000 1000000 
980332 | Patil Government Medical 
College and hospital, Sangli 
Total 2000000 
241 | Water Bath( | 222059 | Government Medical 8360 16720 
Tissue 980028 | College, Sindhudurg 
Flowing ) 222059 1 8360 8360 
980113 
222059 | Dr. Vaishyampayan 2 8360 16720 
980825 Memorial Government 
Medical College, Solapur 
Total (Institute Level Purchase) 5 41800 
242 | Weighing 222059 | Indira Gandhi Medical 5 2860 14300 
Machine 980153 | College, Nagpur 
Adult Make [222059 | Government Medical 1 2860 2860 
(High End) । 980401 ‘| College, Miraj 
222059 | Health Unit, Saoner, 1 2860 2860 
980671 | Nagpur 
222059 1 2860 2860 
980672 
222059 2 2860 5720 
980673 
Total (Institute Level Purchase) 10 28600 
243 | Weighing 222059 | Dr.Shankarrao Chavan 1 10500 10500 
Machine For | 980239 | Government Medical 
Organs College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 10500 10500 
980402 | College, Miraj 
222059 | Government Medical 2 10500 21000 
980691 | College, Satara 
Total (Institute Level Purchase) Es 42000 
244 | Weighing 222059 | Government Medical 2 48500 97000 
Machine For | 980090 | College, Sindhudurg 
Weighing | 222059 | Government Medical 1 48500 48500 
Dead Bodies | 980691 | College, Satara 
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ति EQUIPMENT | INDENT HOSPITAL NAME Qty Per Unit Total Cost 
No NAME NO Cost 
Total (Institute Level Purchase) 145500 
245 | Weighing 222059 | Government Medical 2400 4800 
Machine, 980087 | College, Sindhudurg 
Dial Type 222059 | Government Medical 2 2400 4800 
Human 980329 | College and Hospital, Akola 
Total (Institute Level Purchase) 9600 
246 | Wet Field 222059 | St.Geogres Hospital, 200000 200000 
Electric 980132 | Mumbai 
Cautery 222059 | Government Medical 1 200000 200000 
980299 | College, Akola 
222059 | Swami Ramanand Teerth 2 200000 400000 
980531 | Rural Government Medical 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) | 4 | 800000 
247 | Wooden Or 222059 | Government Medical 24 1000 24000 
Plastic Slide 980241 | College and Cancer 
Boxes Hospital, Aurangabad 
(Medium 222059 | Government Medical 20 1000 20000 
End) 980622 | College, Satara 
222059 | Government Medical 50 1000 50000 
980840 | College, Nandurbar 
Total (Institute Level Purchase) | 94 | 94000 
248 | X-Ray Viewer | 222059 | Government Medical 2 4000 8000 
980316 | College and Hospital, Miraj 
222059 | Shree.Chahtrapati Shivaji 14 4000 56000 
980897 | Maharaj General Hospital, 
Solapur 
Total (Institute Level Purchase) 16 64000 
249 | X-Ray Viewer | 222059 | Vilasrao Deshmukh 24 4000 96000 
(Single 980188 | Government Medical 
Screen) science institute (Hospital), 
Latur 
222059 | Government Medical 7 4000 28000 
980794 | College and Hospital, 
Gondia 
Total (Institute Level Purchase) 31 124000 
250 | Xrayviewbox | 222059 | Dr.Shankarrao Chavan 1 9500 9500 
One In Four 980239 | Government Medical 
College, Vishnupuri, 
Nanded 
222059 | Government Medical 1 9500 9500 
980755 | College, Satara 
Total (Institute Level Purchase) 19000 
251 | Digital Bp 222059 | Government Medical 2000 2000 
Apparatus 980165 | College, Jalgaon 
222059 | Government Medical 2 2000 4000 
980691 | College, Satara 
222059 | Swami Ramanand Teerth 10 2000 20000 
980777 | Rural Government Medical 
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No NAME NO Cost 
College and Hospital, 
Ambajogai 
Total (Institute Level Purchase) 13 26000 
Grand Total 370348245 
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झछासन निर्णय क्र. यंत्रख-२०२२/ प्र.क्र.१९०/ प्रशा-१, दिनांक ०८/०७/२०२२ सोबतचे परिशिष्ट 


परिशिष्ट-ब 


सामाईक स्वरुपाची यंत्रसामुग्री वगळता उर्वरित यंत्रसामुग्री व साधनसामुग्रीच्या मागणीचा 


संस्थानिहाय तपशील खालीलप्रमाणे आहे:- 


Fa HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
1 B.J. Government | 2220599808 | Automatic Cover 1 3500000 3500000 
Medical College, | 62 Slipper 
Pune 2220599808 | Digital 1 1120000 1120000 
86 Physiograph 
2220599809 | Microtome 1 65800 65800 
01 Sledge Large 
Cutting (High 
End) 
2220599808 | Patch Test (Low 1 50000 50000 
96 End) 
2220599809 | Plastic Tanks 2 10000 20000 
04 (High End) 
2220599808 | Sir Digital Camera 1 160000 160000 
94 
2220599808 | Tissue Embedding 1 1271186 1271186 
63 Machine 
2220599809 | View Box Two In a 4500 36000 
03 One 
Total 16 6222986 
2 | Chhatrapati 2220599808 | Digital Mammogr 1 20000000 | 20000000 
Pramila Raje 48 aphy_Machine 
General With 
Hospital, Tomosynthesis 
Kolhapur 
Total 1 20000000 
3 | Dr. 2220599808 | 500 Ma X Ray 1 2500000 2500000 
Vaishyampayan 25 Machine 
Memorial 2220599808 | Automated Blood 1 550000 550000 
Government 25 Culture System 
Medical College, | 2220599808 | Automated 1 3000000 | 3000000 
Solapur 25 Perimeter - 
Midium End 
2220599808 | Boiling Water 5 10000 50000 
25 Bath 
2220599808 | Clinical 1 3600 3600 
25 Thermometer 
(High End) 
2220599808 | Contrangle 1 10000 10000 
25 Micromotor 
Handpiece 
2220599808 | Digital Blood a 1600 9600 
25 Glucose Tester 
2220599808 | Fiber Optic Light 1 75000 75000 
25 Source With 
Cable Led 
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el HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
2220599808 | Hot Air Oven - 2 80000 160000 
25 Heavy Duty 
2220599808 | Microlaryngoscop 1 115000 115000 
25 y Set (Medium 
End) 
2220599808 | Nose Instruments 1 1000000 1000000 
25 Set (High End) 
2220599808 | 0.1. Table (Low 2 75000 150000 
25 End) 
2220599808 | Paediatric Central 1 225000 225000 
25 Line Ultrasound 
Training Model 
2220599808 | Straight 1 15000 15000 
25 Handpiece 
2220599808 | Synaptophore 1 50000 50000 
25 
2220599808 | Thermometer, 5 500 2500 
25 Digital 
Total 31 7915700 
4 Dr.Shankarrao 2220599802 | C-Arm Image 1 2000000 2000000 
Chavan 25 Intensifier (Low 
Government End) 
Medical College | 2220599802 | C-Arm Machine 1 2000000 2000000 
And Hospital, 28 (Low End) 
Vishnupuri, 2220599801 | Lap. Instrument 1 5000000 5000000 
Nanded 89 Set - (High End) 
2220599801 | Non-Contact 1 425000 425000 
83 Tonometer 
2220599802 | Rvg With Laptop 1 350000 350000 
14 System 
2220599802 | Uretero- 1 1000000 1000000 
25 Renoscopic 
Lithotripsy With 
All Accessories 
(High End) 
Total See ११ 10775000 
5 Dr.Shankarrao 2220599802 | Compass 10 2240 22400 
Chavan 36 Aesthesiometer 
Government 2220599802 | Dissection Table Le] 45000 270000 
Medical College, | 34 (High End) 
Vishnupuri, 2220599802 | Dynamometer 1 16800 16800 
Nanded 36 
2220599802 | Ergometer 5 11200 56000 
36 
2220599802 | Sherrington 2 17920 35840 
36 Starling 
Kymograph 
2220599802 | Thermo- aa 2240 20160 
36 Aesthesiometer 
2220599802 | Water Bath- 2 95000 190000 
40 Microbiology 
Total 35 611200 
| 6 | Gokuldas Tejpal | 2220599802 | Airotor 2 15000 30000 
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Fa HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
Hospital, 51 
Mumbai 2220599802 | Centrifugepathol 1 100000 100000 
50 ogy 
2220599802 | Composite Filling 1 9000 9000 
51 Instrument 
2220599802 | Composite 1 2000 2000 
51 Finishing Kit- 
Prosthodontics 
2220599802 | lontophoresis 1 50000 50000 
49 (High End) 
2220599802 | Patch Test 1 100000 100000 
49 (Medium End) 
2220599802 | Refrigerator- 1 25000 25000 
51 Orthodontics 
2220599802 | Repetitive Trans 1 6000000 6000000 
47 Cranial Magnetic 
Stimulator Rtms 
(High End) 
2220599802 | Three Plane 1 2500 2500 
51 Articulators 
Total 10 6318500 
7 | Government 2220599802 | Diamond Glass 50 200 10000 
Medical College | 41 Marker 
and Cancer 2220599802 | Electric Saw 1 1500000 1500000 
Hospital, 43 System, (Electric 
Aurangabad Pen Drive System) 
(Indian) (Low 
End) 
2220599802 | Electro Surgical 1 1500000 1500000 
44 Unit (Medium 
End) 
2220599802 | Electro Surgical 1 990000 990000 
44 Unit With 
Reusable Patient 
Return Electrodes 
2220599807 | Head And Neck 1 600000 600000 
27 Instruments (High 
End) 
2220599802 | Leuckhart Pieces 50 Rod 30000 
41 
2220599802 | Slide Warming 1 28379 28379 
41 Table (High End) 
2220599802 | Surgical Kit For 1 15000 15000 
41 Biopsy (High End) 
2220599802 | Table Mounted 1 2200000 2200000 
44 Retractor System 
(High End) 
2220599802 | Tissue Floatation 1 50000 50000 
41 Water Bath (High 
End) 
Total 108 6923379 
Ea Government 2220599805 | B.P.Instrumentan 10 1000 10000 
Medical College | 71 eroid 
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Dentistry And 
Endodontics 


Fa HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
and General 2220599805 | Breast Surgery 1 80000 80000 
Hospital, 79 Set For Plastic 
Baramati Surgeons (Low 
End) 
2220599805 | Burns Treatment 1 120000 120000 
79 Bath Tub (High 
End) 
2220599805 | Cataract Set 10 20000 200000 
76 
2220599805 | Dental Elevator 2 200000 400000 
83 Set 
2220599805 | Eeg Machine 1 800000 800000 
77 (High End) 
2220599805 | General Surgery 1 110000 110000 
79 Kit 
2220599805 | Intraoral Camera 1 35000 35000 
83 
2220599805 | Lathe 1 20000 20000 
83 
2220599805 | Lcd Projector- 1 65000 65000 
78 Orthodontics 
2220599805 | Mercury 3 3000 9000 
83 Sphygmomanome 
ter With 
Stethoscope 
2220599805 | Minor Oral 1 100000 100000 
79 Surgery Kit 
2220599805 | Model Trimmers 1 20000 20000 
83 
2220599805 | Orthopaedic 1 1000000 1000000 
74 Small Fragment 
Set (Low End) 
2220599805 | Oxygen Cylinder 1 10000 10000 
83 With Mask 
2220599805 | Portable X-Ray 1 160000 160000 
83 Machine 
(Medium End) 
2220599805 | Projection Screen 1 8900 8900 
78 
2220599805 | Pulse Oxymeter aa 2000 8000 
83 
2220599805 | Sialography 1 7000 7000 
78 Cannula 
2220599805 | Soft Tissue Diode 1 525000 525000 
83 Laser 
2220599805 | Sound Proof 1 3500000 3500000 
80 Room (High End) 
2220599805 | Thyroid Collar 2 2500 5000 
78 
2220599805 | Water Distilizer- 1 15000 15000 
83 Conservative 
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el HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
2220599805 | Water Treatment 1 550000 550000 
69 System For 
Haemodialysis 
Total | 49 | 7757900 
| Government 2220599803 | Basinet | 13000 52000 
Medical College | 30 
and Hospital, 2220599803 | Defibrillator-Cvts 2 600000 1200000 
Akola 26 
2220599803 | Indirect 1 20000 20000 
25 Ophthalmoscope 
2220599803 | Polysomnography 1 3500000 3500000 
26 (High End) 
Total ae 4772000 
10 | Government 2220599807 | Donor Couch 1 60000 60000 
Medical College | 91 
and Hospital, 2220599807 | Ear Instruments 1 40000 40000 
Gondia 97 Set (Low End) 
2220599807 | Lap. Instrument 1 2000000 2000000 
96 Set - (Medium 
End) 
2220599807 | Multiloader 1 3500000 3500000 
94 Computerised 
System 
2220599807 | O.T. Table 2 110000 220000 
93 (Medium End) 
2220599807 | Orthopaedic 1 100000 100000 
92 Special 
Instruments 
2220599807 | Spine Instrument 1 300000 300000 
92 With 
Microdiscectomy 
Retractor 
2220599807 | Table Mounted 1 1700000 1700000 
93 Retractor System 
(Medium End) 
2220599807 | Tourniquet 1 900000 900000 
92 Machine (High 
End) 
Total 10 8820000 
11 | Government 2220599801 | Orthopaedic 1 600000 600000 
Medical College | 30 Large Fragment 
and Hospital, Set (Low End) 
Jalgaon 2220599801 | Surgical 2 800000 1600000 
29 Diathermy, Vessel 
Sealer And 
Bipolar 
Underwater (High 
End) 
Total 2200000 
12 | Government 2220599803 | Bera (High End) 900000 900000 
Medical College | 04 
and Hospital, 2220599803 | Central Air 1 550000 550000 
Miraj 17 Compressor - 
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No NAME Cost 
High End 
2220599802 | Direct 1 30000 30000 
89 Ophthalmoscope- 
Ophthalmology 
2220599802 | Hot Air Oven - 1 50000 50000 
84 Medium Duty 
2220599803 | Lma Supreme 1 10000 10000 
12 
2220599803 | Projection 1 20000 20000 
21 Screen- 
Conservative 
Dentistry And 
Endodontics 
Total 1560000 
13 | Government 2220599802 | Microwell Plate 560000 560000 
Medical College, | 88 Reader And 
Akola Washer.Doc 
2220599802 | Mouth Mirror 110 [ae | 44000 
93 With Handle-400 
2220599803 | Perforated 2 Laer 1200 
03 Impression Tray 
2220599802 | Portable X-Ray 1 500000 500000 
64 Machine- 100ma 
High Frequency 
2220599802 | Standalone Force 1 2000000 2000000 
64 Oscillometry 
2220599802 | Tourniquet 1 400000 400000 
66 Machine (Low 
End) 
Total 116 3505200 
14 | Government 2220599807 | Penta Head 1 472000 472000 
Medical College, | 44 Microscope 
Aurangabad 2220599807 1 472000 472000 
47 
Total 2 944000 
15 | Government 2220599805 | Automated Esr 1 1500000 1500000 
Medical College, | 65 Analyzer 
Baramati 2220599805 | Cryo-Centrifuge 1 4700000 4700000 
65 
2220599805 | Cytospin 1 265000 265000 
65 (Cytocentrifuge) 
2220599805 | Desktop na 45000 270000 
64 Computer- 
Microbiology 
2220599805 | Digital Camera 2 153900 307800 
66 (High End) 
2220599805 | Gas Analyzer 1 1500000 1500000 
63 Automatic For 
Co2, 02, N2 
2220599805 | Instrument 1 82500 82500 
61 Cabinet,Trolly, 


Filing Cabinet 
With Folders, 
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No NAME Cost 
Filing Cabinets 
For Almirahs 
2220599805 | Manual Plasma 1 20000 20000 
65 Expressor 
Total 14 8645300 
16 | Government 2220599809 | Flexible 1 2000000 2000000 
Medical College, | 31 Intubation Video 
Chandrapur Endoscope With 
Monitor 
(Portable)- Adult 
2220599809 | Non Contact 1 672000 672000 
33 Tonometer 
2220599809 | Technical 1 2000000 2000000 
34 Specifications Of 
C Arm Machine 2 
Total 4672000 
17 | Government 2220599807 | Binocular 1200000 1200000 
Medical College, | 63 Microscope- 
Gondia Microbiology 
2220599807 | Electgrolyte 2 300000 600000 
60 Analyzer 
2220599807 | Led Ceiling 2 985600 1971200 
69 Mounted, Double 
Dome O.T. Light 
2220599807 | Multi Channel 1 400000 400000 
63 Pipettes 
2220599807 | Nose Instruments al 65000 65000 
70 Set (Low End) 
2220599807 | Patient Transport 2 250000 500000 
69 Trolley (Medium 
End) 
2220599807 | Research 5 57630 288150 
65 Binocular 
Microscope 
2220599807 | Semi Auto 1 400000 400000 
60 Analyzer 
Total 15 5424350 
18 | Government 2220599801 | Dissection Table 1 25000 25000 
Medical College, | 42 (Low End) 
Jalgaon 2220599801 | Drill And Saw 1 3000000 3000000 
69 System (Low End) 
2220599801 | Drill Machine 1 2500 2500 
43 (Low End) 
2220599801 | Glucometer (Low 1 1800 1800 
63 End) 
2220599801 | Haemoglobinome 1 1900 1900 
64 ter (Low End) 
2220599801 | Hd Camera 1 3120452 3120452 
40 System 
2220599801 | Ice Lined 1 227500 227500 
55 Refrigerator (High 


End) 
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el HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
2220599801 | Laparoscopic 1 6500000 6500000 
37 System (Medium 
End) 
2220599801 | Laparotomy 1 800000 800000 
33 Instruments Set 
(Low End)- 
Pediatric Surgery 
2220599801 | Laparotomy 1 800000 800000 
35 Instruments Set 
(Low End)- 
Urology 
2220599801 | Led Projector- 1 130000 130000 
66 Obstetrics And 
Gynecology 
2220599801 | Pft Machine (Low 1 700000 700000 
61 End) 
2220599801 | Vaccum Delivery 5 75000 375000 
68 System (Low End) 
Total 17 15684152 
19 | Government 2220599803 | Adequate Tissue 10 285 2850 
Medical College, | 90 Capsules Tissue 
Miraj Embedding 
Cassettes 
2220599803 | Band Saw (High 1 250000 250000 
74 End) 
2220599803 | Co2 Fractional 1 5900000 5900000 
67 Laser 
2220599803 | Cold Storage (02 1 400000 400000 
95 Body) 
2220599803 | Drill Machine 3 5000 15000 
77 (Medium End) 
2220599804 | Electrically 2 300000 600000 
31 Operated Dental 
Chair With 
Operator Stool 
(Medium End) 
2220599803 | Mortuary Cooler 1 275000 275000 
75 (Low End) 
2220599804 | Mosquito 5 5500 27500 
20 Catching Kit (Low 
End) 
2220599803 | Paraffin 1 4000 4000 
96 Embedding Bath 
(High End) 
2220599804 | Uv Chamber 2 9200 18400 
32 (Medium End) 
2220599804 | Vertical Deep 1 467164 467164 
27 Freezer -202c 
2220599803 | Wax Heater 1 10000 10000 
99 
Total 29 7969914 
20 | Government 2220599805 | Deep Freezer -40 1 635000 635000 
Medical College, | 75 Degree 
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Stuff ( Cap - 2kg) 


Fa HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
Nagpur Centrifuge 
2220599805 | Ihc. 1 6200000 6200000 
67 
2220599805 | Lcd Projector-Oral 2 62500 125000 
67 Diagnosis & 
2220599805 | Radiology 2 62500 125000 
70 
2220599805 2 62500 125000 
72 
2220599805 | Paraffin 1 1950000 1950000 
67 Embedding 
System 
2220599805 | Plasma Bath 1 100000 100000 
75 
2220599805 | Refrigerated High 1 614680 614680 
72 Speed Centrifuge 
2220599805 | Refrigerator 2 25000 50000 
68 
2220599805 | Student Lockers 2 15000 30000 
72 
2220599805 | Student 100 25000 2500000 
68 Microscope 
2220599805 15 25000 375000 
73 
Total 130 12829680 
21 | Government 2220599809 | Fully Automated 1 1300000 1300000 
Medical College, | 10 Biochemistry 
Nandurbar Analyzer 
2220599808 | Haemoglobin- 10 3920 39200 
34 Meter Sahlis Or 
Hellige (With 
Spaces) 
2220599808 | Multi-Channel 1 952000 952000 
43 Physiograph, 3 
Channels, 
Complete With 
Accessories 
2220599808 | Spirits Lamps 20 2240 44800 
30 
Total 32 2336000 
22 | Government 2220599806 | 5 Part Cell 1 3800000 3800000 
Medical College, | 22 Counter 
Satara 2220599806 | Aluminium Slide 30 500 15000 
22 Trays (Medium 
Ends) 
2220599808 | Autoclave 1 68000 68000 
81 (Medium End) 
2220599805 | Baby Weighing 2 3390 6780 
43 Machine Make 
(Low End) 
2220599805 | Balance For 1 1105 1105 
43 Weighing Food 
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el HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 

(High End) 
2220599805 | Chloroscope 10 3100 31000 
43 (High End) 
2220599806 | Coagulometer 1 2700000 2700000 
22 
2220599805 | Craft Water 1 23100 23100 
43 Testing Kit (Low 

End) 
2220599805 | First Aid Kit (High 1 3500 3500 
43 End) 
2220599805 | Haemoglobinome 5 2600 13000 
43 ter (High End) 
2220599805 | Herpenders 2 7500 15000 
43 Calipers (Low 

End) 
2220599806 | Led Projector 3 20000 60000 
22 
2220599807 | Led Smart Tv 1 65000 65000 
55 
2220599806 | Microscope 1 2600000 2600000 
22 (Decahead) 
2220599806 | Microscope 1 1000000 1000000 
22 (Pentahead) 
2220599805 | Muac Tape (High 10 500 5000 
43 End) 
2220599805 | Needle Shredder 3 3000 9000 
43 (Low End) 
2220599805 | Otoscope (Low 1 8500 8500 
43 End) 
2220599806 | Refrigerator- 1 95000 95000 
91 Forensic 

Medicine 
2220599806 | Rotary 2 350000 700000 
22 Microtome 
2220599806 | Slide Storage 2 64100 128200 
92 Drawers (High 

End) 
2220599807 | Slr Camera With 1 100000 100000 
55 Accessories 
2220599805 | Sound Level 3 9900 29700 
43 Meter (Low End) 
2220599806 | Steel Slide Racks 10 5000 50000 
22 For Staining 

(Medium End) 
2220599805 | Stethoscope 10 800 8000 
43 (High End) 
2220599802 | Stop Watch 10 840 8400 
57 
2220599805 | Television_43 1 49500 49500 
43 Inch_Smart Tv 

Make (Low End) 
2220599806 | Trolley Stretcher 2 11000 22000 
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No NAME Cost 
92 (Medium End) 
2220599806 | Urine Analyser 1 4000000 4000000 
22 
2220599805 | Vaccine Carrier 5 3200 16000 
43 Short Range (High 
End) 
2220599806 | Water Bath- 2 127000 254000 
22 Pathology 
2220599805 | Water Sampling 1 3500 3500 
43 Bottle (High End) 
2220599805 | Weighing शि 1800 10800 
43 Machine Adult 
Make (Low End) 
Total 132 15899085 
23 | Government 2220599800 | Autoclave (Front 3 493000 1479000 
Medical College, | 66 Loading) 
Sindhudurg 2220599800 | Deep Freezers - 1 500000 500000 
80 20? C (Low End) 
2220599800 | Dissection Sets 4 3000 12000 
96 Consisting Of 
Cartilage Knife 
2220599801 | Electric Auto Slide 1 28500 28500 
18 Projector 
2220599800 | Folding Metal 1 1650 1650 
91 Scale To Measure 
Up To 7 Ft. 
2220599801 | Glass Cutting 1 350 350 
19 Pencil 
2220599801 | L Moulds 16 1440 23040 
07 
2220599801 | Leather Strops 2 2200 4400 
08 
2220599801 2 2200 4400 
09 
2220599801 | Microtome With 1 42500 42500 
05 Knife 
2220599801 | Paraffin Bath 1 8950 8950 
10 Embedding 
2220599800 | Ph Meter Electric 1 13440 13440 
33 
2220599801 | Stone 2 2200 4400 
12 Carborundon 
Total 36 2122630 
24 | Grant 2220599807 | 128-Channel 1 2300000 2300000 
Government 00 Video Eeg System 
Medical College, | 2220599807 | 6-Channel Ncs 1 500000 500000 
Mumbai 02 Emg Ep System 
2220599806 | Acrylizer 1 30000 30000 
99 
2220599806 | C-Arm Image 1 700000 700000 
96 Intensifier 
2220599806 | Dental Laboratory 1 13500 13500 
98 Lathe (Low Noise) 
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el HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
2220599807 | Dewaxing Unit 1 30000 30000 
01 
2220599806 | Digital C Arm 1 700000 700000 
94 With Flat Panel 
Detector 
2220599807 | Drill (Low End) 1 35000 35000 
16 
2220599806 | Ecg Machine 12 Lo 150000 600000 
95 Channel 
2220599807 | Endoscope (Low 2 30000 60000 
13 End) 
2220599807 | Ent Operating 1 2700000 2700000 
20 Microscope 
2220599807 | Mini 1 2500000 2500000 
12 Thoracoscopy Set 
2220599807 | Orthopaedic 1 1000000 1000000 
09 Large Fragment 
Set (High End) 
2220599807 | Orthopaedic 1 1700000 1700000 
06 Small Fragment 
Set (High End) 
Total 18 12868500 
25 | Health Unit, 2220599806 | Air Rotor Hand 2 6500 13000 
Saoner, Nagpur 36 Piece 
2220599806 | Autoclave Class B 1 110000 110000 
47 (High End) 
2220599806 | Bp Monitors 2 6000 12000 
71 
2220599806 1 6000 6000 
72 
2220599806 2 6000 12000 
73 
2220599806 | Cctv Camera 1 150000 150000 
56 
2220599806 1 150000 150000 
58 
2220599806 | Clinical 5 560 2800 
59 Thermometer 
2220599806 | (Mercury Based 3 560 1680 
60 Instruments To 
2220599806 | Be Replaced With 5 560 2800 
61 Suitable 
Alternatives) 
2220599806 | Ice Lined 1 62000 62000 
43 Refrigerator (Low 
2220599806 | End) 1 62000 62000 
44 
2220599806 | Light Cure 1 5000 5000 
34 Machine 
2220599806 | Mouth Mirror 15 70 1050 
46 With Handle-70 
2220599806 | Needle Burner 1 10000 10000 
68 With Syringe 
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No NAME Cost 
2220599806 | Cutter 2 10000 20000 
69 
2220599806 1 10000 10000 
70 
2220599806 | Oil Free 1 30000 30000 
45 Compressor 
2220599806 | Piezo Ultrasonic 1 50000 50000 
35 Scaler 
2220599806 | Portable Oxygen 5 11900 59500 
54 Cylinder 
2220599806 | Pulse Oximeter Le | 3000 24000 
65 (Finger Probe) 
2220599806 a 3000 12000 
66 
2220599806 pal 3000 24000 
67 
Total 72 829830 
26 | Indira Gandhi 2220599801 | Aerosol Drug 1 220000 220000 
Medical College | 76 Delivery System 
and Hospital, With Reusable 
Nagpur Chamber 
2220599801 | Air Warming 1 400000 400000 
75 Blanket System 
2220599801 1 400000 400000 
78 
2220599801 | Alcohol Breath 2 17500 35000 
72 Analyser 
Specification 
(Medium End) 
2220599801 | Biofeedback 1 75000 75000 
72 Machine 
(Medium End) 
2220599801 | Blood Gas 1 600000 600000 
78 Analyzer 
2220599801 | Breastpump | 12000 48000 
78 
2220599801 | Direct 2 30000 60000 
78 Ophthalmoscope 
2220599801 | Double Surface 3 50000 150000 
78 Phototherapy 
2220599801 | Ecg 1 150000 150000 
78 Unit, 3channel,Por 
table 
2220599801 | Endomat - 1 300000 300000 
79 Specifications 
2220599801 | Fumigation 1. | 18999 151992 
78 Machine 
2220599801 | Irradiance Meter 3 21000 63000 
78 
2220599801 | Laser For Pigment 1 250000 250000 
77 Disorders (Low 
End) 
2220599801 | Lead Apron 2 7000 14000 
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78 
2220599801 | Microlaryngoscop 1 200000 200000 
80 y Set(High End) 
2220599801 | Mobile Eeg 1 150000 150000 
78 
2220599801 | O.T. Light 1 1500000 1500000 
74 (Medium End) 
2220599801 | Operating 1 500000 500000 
80 Microscope (Low 
End) 
2220599801 | Transport 1 600000 600000 
78 Ventilator 
(Neonatal And 
Pediatric) 
2220599801 | Twins Fhr 3 100000 300000 
79 Monitoring Nst 
Machine (Low 
End) 
Total | 40 | 6166992 
27 | Indira Gandhi 2220599801 | Fully Automated 1 2000000 2000000 
Medical College, | 49 Biochemistry 
Nagpur Analyzer (Heavy 
Duty) 
2220599801 | Fully Automatic 1 400000 400000 
51 Elisa Reader With 
Washer 
2220599801 | Horrocks Water 2 12000 24000 
53 Testing Kit (High 
End) 
2220599801 | Microscope 12 76000 912000 
52 (Student) 
2220599801 | Monocular 10 15000 150000 
48 Microscope 
2220599801 | Rotatory 1 1500000 1500000 
52 Microtome 
(Automatic) 
Total 27 4986000 
28 | Padmashree 2220599803 | Cautery Machine 1 300000 300000 
Vasantrao Patil 62 With Vessel 
Government Sealing 
Medical College | 2220599803 | Drill Machine 1 7500 7500 
and hospital, 45 (High End) 
Sangli 2220599803 | Fully Automated 1 1600000 1600000 
48 Coagulomete 
2220599803 | Hysteroscopy Set 1 3000000 3000000 
49 (Medium End) 
2220599803 | Lap. Instrument 1 200000 200000 
51 (Instrument, 
Trolly Kit & 
Accessories) (Low 
End) 
2220599803 | Ot Table 1 300000 300000 
40 
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2220599803 1 300000 300000 
61 
2220599803 | Phototherapyunit Le | 50000 200000 
57 
2220599803 | Resectoscope 1 900000 900000 
38 With All 
Accessories (Low 
End) 
2220599803 | Slit Lamp With 1 1300000 1300000 
53 Teaching Aid 
Total 13 8107500 
29 | Shree.Chahtrapa | 2220599808 | Cardiopulmonary 1 3500000 3500000 
ti Shivaji 97 Exercise Testing 
Maharaj General Unit (Cpet) 
Hospital, Solapur | 2220599808 | C-Arm Image 1 6000000 6000000 
97 Intensifier (High 
End) 
2220599808 | Dual Chember 2 500000 1000000 
97 Temporary Pace 
Maker 
2220599808 | Multipara 10 114000 1140000 
97 Monitor (Lower 
End) 
2220599808 | Skin Graft Mesher 1 200000 200000 
97 (Low End) 
2220599808 | Upper Gi 1 3000000 3000000 
97 Endoscopes (High 
End) 
Total 16 14840000 
30 | Shri Vasantrao 2220599808 | Bio Safety 3 800000 2400000 
Naik 24 Cabinet 
Government 
Medical College 
and Hospital, 
Yavatmal 
Total 2400000 
31 | SirJ.J.group 2220599808 | C-Arm Machine 6000000 6000000 
hospital, 58 (Medium End) 
Mumbai 2220599808 | Flexible 1 2000000 2000000 
01 Intubation Video 
Endoscope With 
Monitor 
(Portable)- 
Paediatric 
2220599808 | Microdebrider 1 4000000 4000000 
51 (High End) 
2220599808 | Microtome - Semi 1 1500000 1500000 
28 - Automated 
(Hign End) 
2220599808 | Multi Head 1 1200000 1200000 
27 Microscope 


(Penta Headed) 
(High End) 
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2220599808 | Phototherapy - 1 1500000 1500000 
41 Combined Uva + 
Nbuvb 
2220599808 | Platelet Agitator + 1 350000 350000 
33 Incubator 
Total 16550000 
32 | St.Geogres 2220599801 | B Scan With Ubm 1600000 1600000 
Hospital, 32 
Mumbai 2220599801 | Colonoscope 1 1700000 1700000 
31 (Medium End) 
2220599801 | Loose Prism 1 3200 3200 
32 
2220599801 | Prism Bar 1 3000 3000 
32 
Total 3306200 
33 | Swami 2220599805 | Appellation 475000 475000 
Ramanand 29 Tonometer 
Teerth Rural 2220599805 | Cautery Machine 1 900000 900000 
Government 39 With Vessel 
Medical College Sealing System 
and Hospital, 2220599807 | Colour Printer 1 80000 80000 
Ambajogai 84 Scanner Copier 
(High End) 
2220599805 | Formaline 2 25000 50000 
37 Chamber 
2220599807 | Lcd Projector- 1 75900 75900 
87 Public Health 
Dentistry 
2220599808 | Maddox Rod- 5 1000 5000 
07 Ophthalmology 
2220599808 | Maddox Wing Za 2500 22500 
08 
2220599805 | Microtome 1 56000 56000 
19 Sledge Large 
Cutting (Medium 
End) 
2220599808 | Placido Disc 3 2000 6000 
12 
2220599805 | Skin Graft Mesher 1 430000 430000 
38 (High End) 
Total 25 2100400 
34 | Vilasrao 2220599809 | 800 Ma X-Ray 1 17500000 | 17500000 
Deshmukh 41 Unit With Dual 
Government Detector 
Medical science | 2220599809 | Lma- Proseal 10 10000 100000 
institute 39 
(College), Latur 
Total 11 17600000 
35 | Vilasrao 2220599801 | 32 Channel 1 150000 150000 
Deshmukh 96 Portable Digital 
Government Eeg System 
Medical science | 2220599801 | Abg Machine 1 504000 504000 
institute 98 
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Fa HOSPITAL NAME | INDENT NO EQUIPMENT Quantity Per Unit | Total Cost 
No NAME Cost 
(Hospital), Latur | 2220599801 | Biopsy Equipment 10 4000 40000 
87 
2220599801 | Cardiac Monitor 1 1000000 1000000 
90 
2220599801 | Central Monitor 2 150000 300000 
91 System 
2220599802 | Defibrillator 2 300000 600000 
20 
2220599801 | Defibrillator With 1 700000 700000 
92 Aed With Spo2 
Nibp 
2220599802 | Green Laser 1 2000000 2000000 
13 
2220599802 | Haemodialysis 1 800000 800000 
18 Machine 
2220599801 | Ophthalmoscope 16 22500 360000 
86 (High End) 
2220599802 | Patient Transport 2 100000 200000 
19 Trolley (Low End) 
2220599802 | Pulse Oximeter 2 100000 200000 
21 
2220599801 | Pulse Oximeter 20 50000 1000000 
93 Table Top (Low 
End) 
2220599802 | Relina Instrument 2 20000 40000 
08 Set 
2220599802 | Syringe Infusion 10 100000 1000000 
22 Pump 
2220599802 | Ultrasonic 1 20000 20000 
10 Cleaner (3.5 
Litres) 
2220599801 | Upgradable | 150000 900000 
85 Advance 
Spirometer 
Total 79 9814000 
Grand Total 263478398 
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गोषवारा 


शासन निर्णय क्र. यंत्रख-२०२२/ प्र.क्र.१९०/ प्रशा-१, दिनांक ०८/०७/२०२२ सोबतचा 


सामाईक व सामाईक स्वरूपाची यंत्रसामुग्री वगळता संस्थानिहाय एकूण मागणी दर्शविणारा 


तक्‍ता (Merged and Non-Merged Equipment) 


= Hospital Name Merged Non-Merge Proposal 
Instruments Instrument Cost 
Cost Cost 

1 | BJ. Government Medical College, Pune 13776300 6222986 | 19999286 

2 | Chhatrapati Pramila Raje General 20000000 20000000 | 40000000 
Hospital, Kolhapur 

3 | Dr. Vaishyampayan Memorial 12082770 7915700 | 19998470 
Government Medical College, Solapur 

शं Dr.Shankarrao Chavan Government 19225000 10775000 | 30000000 
Medical College And Hospital, Vishnupuri, 
Nanded 

5 | Dr.Shankarrao Chavan Government 6188472 611200 6799672 
Medical College, Vishnupuri, Nanded 

| 6 | Gokuldas Tejpal Hospital, Mumbai 635000 6318500 6953500 

7 | Government Medical College and Cancer 8530000 6923379 | 15453379 
Hospital, Aurangabad 

= Government Medical College and General 12233580 7757900 | 19991480 
Hospital, Baramati 

im Government Medical College and 9527800 4772000 | 14299800 
Hospital, Akola 

10 | Government Medical College and 1178000 8820000 9998000 
Hospital, Gondia 

11 | Government Medical College and 2800000 2200000 5000000 
Hospital, Jalgaon 

12 | Government Medical College and 28439810 1560000 | 29999810 
Hospital, Miraj 

13 | Government Medical College, Akola 6494200 3505200 9999400 

14 | Government Medical College, 1263150 944000 2207150 
Aurangabad 

15 | Government Medical College, Baramati 7637500 8645300 | 16282800 

16 | Government Medical College, 2158000 4672000 6830000 
Chandrapur 

17 | Government Medical College, Gondia 4568000 5424350 9992350 

18 | Government Medical College, Jalgaon 14312200 15684152 | 29996352 

19 | Government Medical College, Miraj 4029298 7969914 | 11999212 

20 | Government Medical College, Nagpur 17157450 12829680 | 29987130 

21 | Government Medical College, Nandurbar 9046500 2336000 | 11382500 

22 | Government Medical College, Satara 43709685 15899085 | 59608770 

23 | Government Medical College, Sindhudurg 9532555 2122630 | 11655185 

24 | Grant Government Medical College, 7114000 12868500 | 19982500 
Mumbai 

25 | Health Unit, Saoner, Nagpur 415440 829830 1245270 

26 | Indira Gandhi Medical College and 12481050 6166992 | 18648042 
Hospital, Nagpur 

27 | Indira Gandhi Medical College, Nagpur 7010000 4986000 | 11996000 
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शि Hospital Name Merged Non-Merge Proposal 
Instruments Instrument Cost 
Cost Cost 
28 | Padmashree Vasantrao Patil Government 21719500 8107500 | 29827000 
Medical College and hospital, Sangli 
29 | Shree.Chahtrapati Shivaji Maharaj 5159885 14840000 | 19999885 
General Hospital, Solapur 
30 | Shri Vasantrao Naik Government Medical 14923400 2400000 | 17323400 
College and Hospital, Yavatmal 
31 | Sir J.J.group hospital, Mumbai 8512400 16550000 | 25062400 
32 | St.Geogres Hospital, Mumbai 6689500 3306200 9995700 
33 | Swami Ramanand Teerth Rural 18392800 2100400 | 20493200 
Government Medical College and 
Hospital, Ambajogai 
34 | Urban Health Center, Bandra 500000 | i 500000 
35 | Vilasrao Deshmukh Government Medical 2400000 17600000 | 20000000 
science institute (College), Latur 
36 | Vilasrao Deshmukh Government Medical 10505000 9814000 | 20319000 
science institute (Hospital), Latur 
Grand Total 370348245 263478398 | 633826643 
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